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OLEDO'S STREETS 
RIPPED BY STORM 


BLOCKS OF PAVING 


CARRIED AWAY 


Rain and lightning Play Great 


Havoc to Property 


DAMAGE PUT AT $5,000,000 


MAN'S RESCUER BURNED 


CHICAGO—A woman was burned 


to death and two men were injured 
when fire early Monday destroyed 
three homes here. 


The victims were Mrs. Catherine 


Danic. 40. Arthur Uanie. her hus- 
hnrn\ and Lieutenant Michael Brady, 
Fireman Brady was 
nrutaed 
and 


burned when he rescued Daniel and 
brought out f.ie -may of the \voiinin. 


Two girls were rescued by citizens 


who placed 
ladders 
against 
the 


buildings. 


CITY MAY FORFEIT 


FAUROTPARK 


LIFE S TOR Y OF CHARLES PONZI 


BOSTON,—It is nothing new for Charles 


Ponzl to be up against it. 


The "bushel basket, millionaire," 
now in 


jail here on a charge of swindling 
his get- 


in search of work, finally securing a job in a 
grocery store. 


In the spring of 1904'Ponzi went to New 


York, homesick and intending to return to 


rich-quick dupes, has felt the firm hand of [Italy. He remained there, however, working 


Buildings- Wrecked and Cellars 


are Flooded 


the law before. 


The swarthy, nervous 
little optimist has 


. 
TOLEDO, O.— 


aPress)—Damage 


(By 
Associated 


estimated at $5,- 


C 
UUU,OQO was done here early Monday 
hy a severe rain and 
ele^rical 


storm which 
floated 
away 
great 


stretches of city paving, flooded cel- 
lars and paralyzed traffic. 
U. was 


ri* of the most severe storms that 


SjVver struck the 
ciiy 
and 
district, 


lain sweeping in sheets thruout the 
Etreets 
during 
the 
houi*3 
when 


crowds were trying to make their 
v:ay-to work. 


Automobiles 
parked 
at 
curbs 


either -were floated away or 
stood 


with their floors I'.ooOet!. 


Reports of storm 
damage 
from 


neighboring points have 
not 
been 


received, as telephone service wa.> 
temporarily handicapped and inter- 
urban cars ran wit'a difficulty, 
XSVtUHNG COLLAPSKS 


City authorities 
estimated 
that 


damage to wrecked pavements would 
run close to $200.000. A number oi 
streets are absolutely out of com- 
nisbion, the block surfacing: on one 
stretch floating into the lobby ot 
az> otficp. blinding. 


Damage -was heavy to buildings, 


one collapsing. 


if;, greater part of the damage 


flooded basements. One 
_ 
that a 57.001) stock 


Ktortra in a basement is a total loss. 
MAVY DISTRESS i'.U/LS 


Fond stores suffered particularly 


tjeavy damase. 


From all parts of the city dis- 


tress calls are being received. 


Damage to 
streets 
has 
greatly 


handicapped street railway service, 
rtnd telephone and telegraph wires 
are crippled. 


It was estimated that the prelim- 


• (nary damage eslimatp. of 
$."1,000.- 


0 SO would not prove too hish after 
there if 
opportunity 
for 
careful 


checking of losses. 


Several persons were in danger of 


drowning when they fell into water 
ftbove their thighs when attempting 
to cross streets, but no casualties 
are reported. 


Later reports 
of 
the 
damage 


showed that light and power facili- 
ties-had been crippled and that the 
entire western end of Toledo would 
be without illumination tonight as 
Ihe result of damage to current lines. 


been most everything in his time, from mil- 
lionaire, with a stable full of cars, and do- 
mestics crowding 
his 
mansion, 
to "pearl 


diver" in the kitchen sink of a cheap restaur- 
ant. 
He has pressed suits, written signs and 


j labored by the day as an immigrant. 
i 
Ponzi is 3S. Ke was born in Parma, Italy, 


| the son of a hotelkeeper. He got his prim- 
i ary education in a private school and later 
| attended the University of Rome, where he 
f says, he wasted his time. 
! 
It was while a student in Rome that Ponzi 


I acquired his taste for expensive clothes. To- 
°" day he has a wardrobe equaled by few and 
f he spends much tini9 on his dress, 
affects 
| bright colored ties and handkerchiefs and is 
i wont to "parade" for the benefit of the pub- 


- lie. 


Ponzi landed in Boston in 1903 with S2.50 


I in his pocket. 
He had no friends here and 


* could not speak English. 
He 
also 
had a 


I ticket to Pittsburgh, however, and went there 


at odd jobs. He sold sewing machines, was 
a hotel employe, dishwasher, waiter and a 
clothes presser in a tailor shop. Many times 
he was .broke and without work, and he slept 
in parks about the city. Later he worked as 
a laborer. 


Ponzi went to 
Providence, R. I. in 1906, 


where his activities were shrouded 
in mys- 


tery. 
He hints now that he was doing "in- 


vestigating for the Italian government." 


In 1906 Ponzi drifted to Canada and was 


employed by Luigi Zarossi. an Italian banker. 


When the institution later crashed with 


heavy loss to its depositors. Ponzi was ar- 
rested for forging a check and sentenced to 
three years in Sf. Vincent de Paul Peniten- 
tiary. He was released in 20 months for £ood 
behavior. 


Immediately after his 


Montreal prison, he was 


Ueved, that Ponzi, always dreaming of riches, 
conceived the plan which ho put into effe.ct 
here to accumulate millions. 


After his release from federal prison Ponzi 


drifted from place to place. 
While in Ala- 


bama, he volunteered to Rivo a large area of 
his skin to save the life of a miree who waj; 
burned. 


Two operations were necessary and Poiu.i 


gave up 12" square inches of sklu which was 


ported he went v\<*\' 
the 
side 
and swam 


shore. 


Then he came to Boston and 
secured a 


position in a company which he was to pur- 
chase later wiih money made in his now late 
lamented international postal 
veplj-coupon \ 


CLAIM comer 


IS VIOLATED 


scheme. 


It was while working there that bo met 


Rose Gnecco, a pretty Italian girl of Somcr- 
ville. They were married in February, 1918, 


rplcase 
from the 


arrested 
hy the 


United States authorities and 
sentenced to 


two years in the federal prison at Atlanta for 
smuggling persons into the United States. 


It was in the federal penitentiarv it is he- 


grafted to the body of the woman. 
Ho re- «nd soon afterward Fonzi entered the firm 


ceived no reward for this sacrifice, ho said. 


Later Ponzi secured a position ss interpre- 


ter. 
This was a. brief 
engagement 
find he 


drifted along to Mobile as a sign painter. 


A few weeks latrr he secured the position 


of librarian of the University 
of 
Alabama, 


from which ho wan "firod" for bocominp; In- 
volved in a 
plot 
to have 
the. 
university 


moved to another city. 


Ponzi next bobbed up In 
Wichita. 
Falls, 


Tex., where he worked in a large corporation 
as a foreign correspondent. He wn~ paid 53 fi 
a week. 
HP, soon quit. 


In 1H17 Ponzi was summoned as an Italian 


reservist to fight for hin country. 
HP. repor- 


ted at New York, but left the steamship be- 
cause of a disagreement 
with 
HIP Italian 


consul over payment of passage. 
It was re- 


of his father-in-law, of Gnecco Brothers, fruit 
dealers, first as treasurer, then as president, 
but in January, 1919. the firra fsiled with 
liabilities of ?1J.OOQ and assets ot $6000. 


Ponzi was arrested hero on May 10. 1913, 


charged with tho larceny of 53S7 pounds of 
cheese. The case was finally disposed of for 
lark of prosoc.ulion. 
Pon/.i at that timo wns - 


engaged as a 
"cliposn 
nxpert" 
for a local J 


firm. 
t 


In 'December. 191?. 
Pnnzi 
Ihpn almost 


penniless, started Ms nlleKCd business in in- 
ternational postal reply coupons. 


With three 
bushel 
baskets .for deposit 
]' 


vaults he took In the flood of gold that con- 
tinued unabated until bin business was sus- 
pended by order of the federal authorities a 
few weeks ago. 
J 


U. S. WARSHIPS 
SENT TO BALTIC 


Cruiser and Destroyer Ordered 


to Protect American Interests 


LABOR 
DEFIED 
BY 
BRITAIN 


MINERS DEMANDS 


TURNEDDOWN 


Operators Counter-offer Reject- 


ed by Men's Committee 


CUKVKLAND — (By 
Associated 
preg8) — The bituminous coal oper- 
ators of the central competitive field 
in refusing the miners' demands for 
n. $2 a day increase fov 
day 
and 


"'monthly men and ten cents a ton 


for pick and machine mining Mon- 
(iay morning offered (he miners a 
proposition agreeing to correct the 
rcemiiig inequality of 
contract by advancin 


the 
present 


the wage ot 


the day and monthly men the equi\- 
filent of the coal commission's award 
to the pick miners, giving the dav 
and monthly men an increase esti- 
mated at from .15 to 72 cents a day. 


The operators will 
considc-r 
no 


other demands made hy the miners, 
including the ten cents per ton asked 
for pick and niactiine mining. 


The miners received the operators' 


reply in a joint conference 
of 
the 


scale committee and unanimously re- 
jected the proposition. 


A sub-committee 
of two opera- 


tors and two miners from each 
of 


tbft 
four states was then 
named 


and went into a joint conference to 
consider the 
situation. 
.John I- 


Lewis. inesluciU of the t'nitrd Mine 
Workers of America and William 
.Green, secretary-treasurer 
of 
the 


organization, 
attended 
the sub- 


committee 
meeting 
as 
ex-office 


members. The meeting was presided 
over by Michael Gallagher, a Cleve- 
land operator, who is chairman ot" 


The other mem- 


committee 


the sub- 


the joint meeting. 
hers of the .joint 
were to await the rail of 
comtnittco. 


Under the award of the b i t u m i n - 


ous coal commission the pick .min- 
ing rate, \\as advanced 27 per cent 
over 
the then existing 
contract. 


The day and monthly men were ad- 
vanced but 20 ppr cent. 
This in- 


equality the operators agree to cor- 
rect by advancing the wages of the 
day and monthly men 
the equiva- 


lent of the. pick miners. 


Vice President Miller of HIP Illi- 


nois Operators' Association said the 
operators' offpr would give day and 
Monthly men an increase pMimatPd 
* 
•*••> tr> 72 cents a dny. depending 


•vpon the district taken at a basing 
point. 
The ITockinc VallPv 
dis- 


has usually 
been 
taken as 


Workers Can't Dictate War Pol- 


icy, Lloyd George Says 


WASHINGTON.—(By 
Associated 


Prpps).—The armored cruiser Pitts- 
burgh and a destroyer have- been or- 
dered to the Baltic sea to 
protect 


American interests there. 


The vessels are now at Cherbourg. 


France, it was announced today at 
the navy department that they would 
proceed 
immediately 
for Knssian 


waters. 
LABOR UJKFJEU BY BRITONS 


LONDON.— (By Associated Press) 


—Premier Lloyd-George replying to 
a Question in the house of commons 
Monday concerning labor's 
ultima- 


tum against war on Russia, declared 
that any attempt to dictate the pol- 
icy of the government, or parliament 
by industrial action struck at. 
the 


root of the democratic, constitution 
of the country and would be resisted 
by all the forces at the government's 
disposal. 


Lloyd-George also stated that the 


government had made 
it clear to 


General Baron Wrauge', 
anti-Bol- 


shevik leader in South Russia, that 
i£ he further attacked tho Soviet, 
forces, !IR must do so on his own 
responsibiity. 
LABOR'S WAR STAND 


PARIS. — (By United Press.) — 


Labor thruout Europe was on guard 
Monday to prevent the governments 
of 
the 
continental 
nations 
from 


sending aid to the 
Poles in their 


war with the Bolsheviki. 


Following the lead of the British 


laborites, the Belgian workers at 
Antwerp refused to handle muni- 
tions being sent from France to 
General Wrangci, in the 
Crimea, 


Woman's Sight Is 


Restored Thru 


Her Faith 
, 


MARION. O. — More than fifteen 


thousand people are estimated 
to 


have attended the 
clos'ng services 


Sunday 
of the 
pilgrnn.ig 
to the 


Shrine 
ot the Church of Our Lady 


of 
Consolation, 
at 
Carey, 
thirty 


miles 
north of here. 
More 
than 


t w o hundred attended from this city. 
They report that Mary Wanner, of 
Cleveland, was restored to her sight 
thru raltn. 


The pilgrimage was closed by a 


solemn 
benediction whiuli, on ac- 


count ot the largo crowd, was held 
in the opsu, an improvised altar be- 
ing erected on the steps of the new 
church in rourse of construction. 


Sunday's 
crowd is said to 
have 


been 
the largest ever attending the 


service. 
SLAWerTHEFTS 


RIFE IN TOLEDO 


Latest Affair $9,400 Robbery 


in Cafe Early Monday 


TOLEDO—(By Associated Press) 


—The holdup early Monday of tho 
Henry Miller Cafe, where three men 
overpowered the proprietor and IOOK 
$ti,000 in endorsed pay chocks and 
$.'1400 in cash, was the culmination 
of one of the most tragic week-ends 
in the histor> of the city, during 


COX PARTY HELD 
she Has p'Mest 


UP BY POLICE 
Ankks /n N- 
y> 


Nominee Accused of Speeding by 


Jacksontown Constable 


POLITICAL FAMEUP CHARGED 


Warrant for Governor's Arrest to 


be Issued Today, Report 


COLUMBUS—(By United Press) 


—Governor James M. Cox's dashing 
stump campaign, has met 
its 
first 


obstacle—an 
irate 
country 
town 


constable who declared that even a 
presidential 
campaign 
must 
rfet 


show too much speed on state high- 
ways in his effort, to win an election. 


The constable. Joe Shipley, sent 


two motorcycle cops after thp Cox 
party of four motor 
carp, 
as 
it 


passed thru .lackpcnlown 
Sunday 


afternoon on the return trip from 
Wheeling. W. Va. The. cops sought 
to bring the governor back to J n <•'.:• 
sontown and formally placed 
him 


and a dozen 
newspapermen 
under 


arreft for speeding, but Cox inform- 
ed the officers they oould find him at 
the 
statehoiise. 
Jacksontown 
is 


alnut ?,? niiJps east, of here. 
1NCIDKNT MAY UK PROBKD 


The next move is now up to th» 


constable and word Monday morning 
from Neward. county seal, of Lie' - 
ing-co, was that a blanket warrant 
would be issued for tne nominee and 


I all the correspondents, and that ef- 
forts would he made 
to 
take, 
ihc 


party to 
Newark 
to 
answer 
the 


speeding charges. 


Some of Cox's friends, however, 


are 
claiming 
t h a t 
thr- 
aiiernptrd j ; 


arrest was a political plan on 
the 


part of some 
local 
Republicans, 


and should an attempt be made to 


which three 
persons 
met 
violent 


deaths. 


Shortly before, the cafe. 


PONZI'S KIN UNDER 


HEAVY GUARD 


Attack on ''Bushel Basket" Fin- 


ancier's Family is Feared 


?ervo the warrant. H 
probable 


that an investigation would be made 
by .state, officials. 


Adjutant. Coiieral Layton of 


robbery slate national ;••.'.:•.?&. v.-hr. v;m, ; 


the 


was reported, the police had been 
called to the home of Leo Cousino 
who was found dead with a revolver 
beside his body. 
Three women and 


a man were 
arrpsied. 
They 


Cousino killed 
himself, 
but 
this 


police are investigating evidence that 
Cousino was slain. 


Police also are investigating tho 


death of l>an Martin, a negro who 


and the Swiss railway men's union was shot and killed early yesterday 
sent a committee to consult the d i - j b v John Gercling. who 
alleges 
he 


rcctor-senerai of Swiss railways with fired when he saw the negro "peek- 
regard to refusing transportation of 
war material;, on those routes. 


Social 
democratic 
senators and 


deputies 
of 
Czechs-Slovakia 
ap- 


proved the government's declaration 
of neutrality in the 
Kusso 
Polish 


hostilities and urged establishment 
of diplomatic relations with Moscow j 
as well as rigid control of Russian 
reactionaries with m the boundaries 
of Czecho-Slovakia. 
TO KOR:.I ALLIANCE 


It was announced 
at Rome 
that. 


Signer Daragona. socialist, would be 
sent to Moscow to conclude an alli- 
ance between 
the 
soviet 
Russian 


and 
the Italian 
labor confedera- 


tions. 


Parley P. Chribtensen, the Ameri- 


can 
Farmer-Labor 
candidate 
for 


presiden'. telegraphed British labor 
his party's 
congratulations 
on the 


laborites' successful intervention to 
prevent military action against Rus- 
sia. 
TRLTIO WON'T SAVE WARSAW 


WARSAW. — (By Uni' u Press.) 


— The third and sixteenth 
Bolshe- 


viki armies have recehed 
definite 


orders to capture 
Warsaw at any 


cost, according to document- 
taken 


from Russian prisoners, the war of- 
ficp announced. 
JCven 
the signing 


of an armistice will not halt thp at- 
tack now. it was stated. 


"Northeasl of Warsaw thp enemy, 


took Radzemia, 1 .> 
miles distant.''] 


the cotummiiciue said, "but we re-1 


ing" into his home. 


H. >I. Duwve is dead as the result 


of an accident yesterday 
w h e n 
a 


jack fell from under a car he was 
repairing. 
'!'!)•• 
w o i U m . . n 
wa.s 


crushed to death. 


VANWERT CITIZEN 


FOUND DEAD 


Aged Philanthropist Dies Sud- 


denly in Michigan 


VAN WERT—(Special i— r>or?e 


Haoyn Marsh, SB, reputed to be. one 
of the wealthiest and most promin- 
ent men of Van Wert-co, was found 
rlond Friday morning in his room at 
Uno. Mich., which was not known 
here until the body arrived Sunday 
afternoon. 
His death i.=> believed to 


hav<> been caused by heart attack. 


Mr. Marsh, with two other com- 


panions, was spending his vacation 
at his lodge at. 
di?co\ery 
wan 


Uno. 
fishinc. 


made 
when 


Tho 
Mr. 


faib'd lo appear fir breakfa.«t. 


Telegrams were immediately Kent 


here, but no word of the death wa> 
received u n t i l 
the. 
body 
arrived. 


Funeral services will be held Tues- 
day. 


''o1:, said t h n t ho was tipped 


Saturday that an attempt would be 
math- to 
"pet 
the 
governor" 
for 


speeding. 


(in-- of the correspondents' cais 


was forcr-d to run up on an embank- 
ed intertiroan traclc Sunday to avoid 
a sin'tien jam on tho road, but 'in 


SPIOKOIXG PEXIKI> 


Layton Monday 
issued 
a 
Kt;i la- 


ment, denyiiiR 
that the party 
was 


speeding. 


"The Kovomor," 
he 
paid, "hat! 


notified 
the driver 
twice, both 
at 


Wheeling, 
and 
a f l e r 
they 
l e f t 


Wheeling, to go slow and tak'j it 
easy. 


"The, governor's p.srty left. Wheel- 


iHK at ] n : i r > in Ihe morninK and did 
not arrive in Coluinbiis u n t i l ."i:,'U> in 
the afternoon. 
The 
actual drivmp 


time. 
dodudiiiK 
slops, 
was 5 1-J 


hours for the distance of 125 miles, 
or an average of l^s t h a n -3 mile? 
per hour. 


"When the governor's car. leading 


the othur cars, approached Jackson- 
town, which is a small, compact vil- 
lage, so that you fire in it before you 
know 
it, V.P. t\cr<-; 
soiiiK 
about. 2;1 


miles 
an hour. 
The driver 
H!OW<>I| 


down when I hey saw the man in Hie 
filreet and the. large <roi\d 
apparently 'laying' for the party. Ho 
again looked at ilio speedometer and 
it «Iiov.ed 15 miles and hour. There 
were a dozen cars ahead, Koing at, 
about the same rate of speed, but 
then, was no attempt ;o arrest th«j:n. 


"H a!! look? as if the local offi- 


cials were attempting to gain some 
notoriety and perhaps S--OIHC fun hy 
having thn pleasure of arresting tb« 
governor and his party of 
m'>n, repri»srTitinK 
dailies from all 


er Ilift 1 niterl State1-. Governor f'r.x 


took the matter fjoori natnredly and 
insisted t h a t his tim« was vnluttbl" 
rind if ihr-y nonrled him, they could 
call at the plate house. 


prcity ankles. 


After hundreds 
of feminine 


!><•>' 


X<MV 


York ankles 
c.-iri'Tully in- 


pjiccted by judges chosen, because of 
their spe< ial filnoss and long study 
along 
.Miss C'onsueln Fur- 


man was awarded a prize for having 
the prettiest ankles 
In New 
York. 


She 
was 
photographed 
in 
happy 


mood just after having received tho, 
prize of $50U which she is seen hold- 
ing in her hands. 


"WIZARD" 
STILL 
IN 
JAIL 


Must Raise $85,000 Bonds to 


Gain 
Freedom 


BOSTON, Mass.— (By Associated 


Frpss)—Tim 
inquiry 
Into 
nvery 


ramification 
of 
Charles 
Ponzi's 


spectacular 
financial 
activities 


again occupied Ihn attention of slates 
and federal 
officials 
after 
their 


wppk-end respite, but thoy look up 


fir task with Ihn assurance that, 


the, discovery of f u r t h e r damage In 


the, financial fabric of New Kngland 
was unlikely. 


Pon/,i'H counsel centered their pf- 


foriK Monday on itttempln lo ublnln 
the ball necessary to effect hw re- 
vise from the. East Cambridge .1ail 
whcro he is 
held 
hy 
the 
federal 


go\ernmcnt on a charge of uaing tliu 
mails to defraud. 
Should a bonds- 


man be found, the, sheriff was ready 
at (he, jail with 
a 
warrant 
upon 


which Ponzi would be, riarrested for 
tho Mate authorities on 
charcn of 


larceny. 
Tho bond required by the 


the 


Would 
Cancel Lease of Park 


Ground to E. N. Zetlitz 


LANDSCAPE 
PLAN 
CHANGED 


Lima Park & Improvement Com-, 


pany to Enforce Contract 


That there are stormy times 


ahead as a result of a forme* 
Lima city administration leas- 
ing lo Rolf Zetlitz a part t>[ tb« 
Faurot park grounds and con- 
structing a, road across grounrJ 
(hat 
was planned to be encir- 


cled 1\V a drive, was evidenced 
Monday when F. E. Harinan, a 
member of the board of dlree-« 
tors of the Lima Park & Im- 
provement Co., a corporatioa 
that has passed 
out of exist- 


ence announced that the form- | 
er officers and directors of tlis . 
in corporal ion which made pos- 
sible Faurot Park for the city , 
intend to put up a -fight for the ; 
correction of violations of th» 
terms specified in the deed ' 
\vhcn the property, valued at 
$30,000, was given to the city;1 
for park purposes. 
OFHTOIAIJj illVIjJGHTENEU 
1 


"PreBcnl city officials," Mr, Kar- t 


man said Monday, "wore ui. vav» 
or 1ho fnct thnt a specified contract 
and 
a blue print prepared by % 


landscape artint, to be followed la 
Ihe Improvement of the tract was in 
fcxislenrn until r looknd uji the rec- 
ord* and demonstrated to them that 
such was the naso. 
Fortunately, I 


found niMong tny private papers, n. 
copy of tho ^blueprint and tb» deed 
and contract with its specific condi- 
tions is of record and still in forc» 
and effect, altno the Lima Part & 
Improvrmp.nt company 
has passed 


out nf rxFstpncp." 


Mr. Herman ntatcd that members 


of 
council ara 
Inloreslln.; 
theni- 


in thr» matter and that loco! 


lr>Ki«lallvo nrtion Is to bo taken, for 
thn purpose ot rescinding the 
Ir-nsri mid 
slructjon 


rorrnrtlng *ho road con- 
condition, both ot 
"whirli 


court Is ?2o,0fln 


KU'»;i> 15V HKAVY 


To gain his freedom 
from 


common weallli ho tin-n would liavr- 
to supply a bond of J 1 0,000 on a 
Uiren-eoiint larceny chai-go standing 
acainst him and whatever addition- 
al ball may bo served upon him. At- 
lorney General Allen 
that al- 


(ho no amount hml be^n agreed up- 
on in the latter c,i?o, he personally 
would approve, of bonds of $50. "Od. 
According to this. Fonzi will have 
to proruro a total surety of $85, odd. 


aro n plnln violation ot ifie terms ot 


*! ton tract. 


1MARK IS VIOLATION 


"The s I m ps on 
administration 


lonserl part, of the park ground HI 
Holf 
XotliU, In 
violation 
of 
tlin 


rprmpnl. 
I'nterod 
into 
bj* 
thu 


Uina Park & Improvement 
compa- 


ny wllli the old Board of Trade of 
Lima and 
tliu city council ten yoaTH 


JIKO, 
\vlipn 
tlio 
1,1 ma 
Locornoliv* 


Works plant, wn.i established," 
Mr. 


ITarmHTi 
snifl. "Tho Par' 
& Im- 


provement. company, a 
corporation 


fornififl for (he purpose of providing 
ground for si big. Industry and to si- 
rum for Limn, n park, purchased t.h» 
ground itiifi hy tho sale of lotB ntada 
possible paying the purchase 
price. 


Ono hundred ncr^s of hind was deed- 
ed lo the 
valuod lit 


city for park purposes, 


with the express 


condition in tho contract and agreed 
lo by nil parti OR concerned that tha 
city should oxpond $3,000 a year for 
ten yoHrs for improvements and that 
Kiirh improvement^ so made wore In 
bo in 
conformity 
with a 
Kcner;il 


plan prepared hy a landscape arti?l, 
which plan was also made a part o( 
Iho record. The city hnr. 
its obligation in the 
matter of ex- 


nendiluro of 
money 
for improve* 


niftnts and tho contract .ind 
Innd- 


A hea\y guard remained around xcj.po plan 
hsivr* hpen 
adhered fo 


— ••'•• norm; at Lexington and 
KJV- wave in Ihc; manner \-iolated by Ihi 


former ad ministration." 


YANKS TAKE LEAD 


IN OLYMPICS 


Score Slain in TOO; Break" 400 


Metre Hurdle Record 


ANTWERP -- ff5y l.'nited Press) 


--American athletes jumped Into the 
lead in the, Olympic contests here 
Monday hy their wonderful pcrform- 


j ancps in th" loO-metpr dash and Ihe 


400-meter hurdles. 


Charlie Padock. of Los Angeles, 


finished first in the 100-tnctnr daub 
and Morris Kirksoy, San Francisco, 
focond. 
Tho fifth and sixth pl'iccw 


were also captured by Americans, .1. 
V. Scjiolz, 
University 
i>f Missouri 


and Loren 
Miirrhison, New York. 


Third 
pln<r> went 
to 
the Hrhl.sh 


champion, Krtwards. 
and 
fourth t > 


Allkhan, of Franco. 


A ne.w world rocorrl was K<H by K. 


F. Loomis. of Chicago, in winnjng 
4')0-moter hurnies. 
His was n£. a 


second lower than the. former rec- 
ord, .lohn Norton, of San Francii-co, 
took Hfrond in this event; ,v. I)pvh. 
Notre Damp. Inrt.. t h i r d . Andre, of 
Franco, 
f o u r t h ; 
ChiKicnwn. 
o f l s a i d 


f-ral of them accompanied 
of his family whenever they Jpft Ihc 
house.'. 
Throats arr; said 
to 
have 


been made againM Pon/.i by persons- 
who wore, attracted by his offer of 
".".0 percent in 
<ir> days" 
and pre- 


parations were made let guard him 
carefully if ho is freed. 
HIDDEN 1'TNDS SOI GUT 


A sfiirch for possible, hidden f u n d s 


entrusted to tho Old Colony Foreign 


Ko Company which v/as cam- 


pp|!ed to r!c::r iasl wepk v.-ii.- rn;idc 
.Monday by officials enftagod in ir:<c- 
inp; that concern's operations on a 
"100 por cent in six months" basis. 


Charles M. BriKhtweJl, Uaiinnnd 


Meyers anil Fred Meyers, the, Ihrpo 
officers 
r-f the company who worr: 


locked up on 
rhjir""S 
of 
larceny 


have not procured 
They arc 


held in default 
of 
?.'if>,OfiO 
bond? 


each. 


Rank 
commissioner 
Allen 
an 


nounc.cd that the audit of thn liabil- 
ities of the llanrnpr Trust Company 
which the commissioner close.il last 
v,-r;ek, was almost completed. Ponzi 
made tho Hanover Trust Company 
hiK chief 
depositary 
and 
wan 
a 


member of Hi'1 institution'a direct- 
orate, and a stockholder. 


FORMER RAILROADER 


SHOT BY A DETECTIVE, 


DIES FROM WOUNDS 


CINCINNATI —Harry K -hrenholl/ 


:.'«, Hhot Sunday night "hy John Wal- 
8on, a Rig Four railroad rlejpctive, 
died Monday morning. 
Krrnl Busch, 


"2 is in a serious 
condition 
from 


wounds in the IiPad, and tho rletec- 
live 
IK 


Sweden. f i r t h ; and C. I). 


. HiMll. 


suffering a .ocolp wound 
h>> 


i n f l i c l n d 
when 
IIP 
nt- 


Los | tPmptPd to arrpRt, Fplirpiiboilx, Rnsch 


and a third man 
In 
the 
railroad 


A umall crowd saw the, perform- yard?. 
Fehrenholtz and Busch form- 


jerly were ralnoad men. 


The records brought to Hshl by 


Mr. Harinan rvionday show- that O, 
F. Donze w;is tho, chairman and Har- 
old Cunningham, "VV. T. ARcrter, T>. 
K. Slamel.s and F*. K. Harman thd 
oth"r members of tho board of di- 
rector? of Thn company •which marto 
prishible 
the 
acnuisUinn 
of 
th<i 


Faurot arrrs for park purposes. W, 
F. Xeuman. ppcrctary 
of 
the o;rt 


Mma 
Board of Trade, was the see- 


rftlary of t h o hoiird of directors ol 
the park & Improvement company. 
MAY KOUKKIT l>AUIv 


"Undr-r the terms of tho deed and 


contract," Mr. 
Harmon 
said, "the 


former administration had no n'Kht 
to 
lease any 
part 
of 
the 
park 


grounds and the ZiuTitz lease is> :n 
violation of tho contract, while Ihe 
construction of a cortHin 
ferred to is a. tifpartiiro 


road re- 
from tin 


plans prepared hy a landscape, 
noer. We, intend to have the matter 
corrected.'1 


The 
S i m p s o n 
administration 


lejispd to X«tlltx all that part of the 
fiirk land lyint; west of WnsbiDB- 
toli-itvft and 200 fpet south of Klni-sf 
to tho "a.si, Mr. Harman t>aid. 


.Mr. Harman stated Monday that! 


ho intended calling a meeting of the 
former dire-dors of the Lima Park 
£ 
Improvement company to maka 


affidavit lo the fact that a blueprint 
map of the park ha has in his pos- 
session is thn one 
to In 


deed and contract accepted by 


POMl'KMAX SHOT 


LIMERICK.— (Ry United Pres§.) 


•—Wild scenes occurred hore during 
the nlRln, followinK shooting of * 
policeman. 
The shooting *«s *'•" 


tnbuted .0 an accident, hut the mill" 


r«a tinuck. 


FINAL 
SUFFRAGE 


STRUGGLE ON 


-The Mm« New. and 


-* 
, (,«.i ftffic* M MCtmrJ c)M» mattfr un4«c tS» Act of 


Meb «.T of th. »^k b, th. Llm« N«« Publl.hl« C«. Um-. OHIO. Knt.r* »i Pc*t ^^^^^^ 


^«*4WW****«*W<»»*W4**~^^ 


'M/CKEYf, T/LLY' 


Tennessee to Decide Fate 


Amendment Tomorrow 


of 


UP IN COMMITTEE 
TONIGHT r% 


WASHINGTON*. — 
(By 
United, taxi driver and an Italian barber. 


PI-BM. ) - - Thp three WashinRton hoys-! 
-j f»lt like telling the president 


who 
have 
the 
proiid 
dlstjnct.on ' that hp had th« league of nations in 


among 
their .-ompaniona of 
h a v i n g , Ms car." Marcus said, 
recounting 


rlddf-n 
in Prenldent Wiliion's. ;iuto-| th» Interview, 


mobile, 
told 
their story 
Monday 


They were picked up by ilie, pre-si-1 


and 
Mrs. 
Wilson 
in 
Rock 


"A 


of our swimmin 


had chased us out 
pool in Rock 


House TJuesday Morning 


Test Vote iq House Expected in ^an. i < > ana 


'srid 
their fathers are 


NASHVILLE — (By 
Associated 


p rp F R)—Fa(p of the 
federal 
suf 


frage amendment in Tennessee, may- 
bp known Tuesday. 
Member-- of thi" 


legislature predictel 
Monday 
t h a t j 


the liou.se woiild vote Tuesday on 'he 
i.-itification 
rcsoluUon 
which 
has 


been adoptprl by the S'-n;jt" 
Botn 


Fiiffrafnsts and their njiponent^ de- 
clared thcv wprr> confident 
r-f ?'!<•-! 
~~~ 


cess. 
' 
j Wants True Democracy In 


The lions", committpp to which the. 
fprnnla 
HP 


puff raw 
resolution 
wa? 
referred I 
1601313. H6 


Mondav ni"lu 


I'ark and we were wet and dirty. W* 


reek park here Saturday afternoon 
U-PIP walking when we saw the presi- 


• dent's car. I tipped my hat and tbe 


are other fellers went thru the motion, 
ev ' n«--t IMMHJ; ham with them 


" 7 . 
' Thp president said 'Hello, boys. 


(and 
sppnt 4f> minutes rldliiK around 


! in 
the prpsi'lontial rnr. 
Tht>v 


'*™ 
' 


ride?' 
We Bat in the folded 


f«;ns in front of 
th<» president and 


Mrs. Wll,on. 
The president looked, said: 'We "en't K? 
11 


old« than his ago, I thought. 
j you. ^iilly J^.l 


rldo with the pieMdenl." 


"MrB. 
Wilson did most 


, rest of us. 
His hair 


of 
t h e ' o n the president's sho'-f. 


OHIO DEMOCRATS 


ASSEMBLING 


The p7e*i-! Convention to be Rousing Party 


I 
Workers' Gathering 


I 


HERBERA ORDERS 


FREE VOTING 


plans to consider 1'. 
,->nd to make a report to the house 
Tuesday morning. 
It was ronsid«r- 


rd likely that inajontv and inni"iitv 
reports would be m:td". 
E f f o i t s to 


secure (he adoption of one 
"r 
the 


other was p\pectetl 
»n result in 


GUATEMALA 
CITY. — Prr>sid<Mit 


C'atlos jrfrrBra In!" ^suPd .1 <im>I.i 
letter .TlArf"S«*. to all nvH nnd m i l l 


(,-rv 
officials 
tiuuc.ut 
G u a i o t n a l a 


:i' noiif-, 'ng t f K m t h a t they shall not in 


roll call which 
would i n d i c a t e the | r ) n v wav „«.„ t n P I r a u t h o r i t v to In 


line-up of hoiife members on 
r n M f i - j 


cation 


than to 


• t erf ere with 
the 


I,parties of both fn'-tions said thev 


hoped debate would l'« brief so t h a t 
a vote could 'tie t a k e n 
Tup'dav'? 


st 
fif 


p H f f r n s i s t B 


WPIP pl.itiinnss to form a no«ht ses- 
sion. if i)''cnR=,iry. 
T!IP\ 
declared 


they were confident t h a t a majority 
of the members of the house w,-j , in 
t u t o r 
of 
& u f f i : i R « 
rot if (ration. 


\Valkcr, leader of the 
forces, 
howpver, ?aiJ 


he was "reasonably sure the house 
v. o'lld reject ratification." 


Lobbyists rnntiniicr] the'r 
efforts 


to line up votes one 
way 
nr 
the 


coming 
elections 


•PE th.it "ord'-r i> 


the. l i g h t s of 
th" 


ELIDA MAN, DAVID MYERS 


DIES AT HOME OF HIS 


DAUGHTER IN LIMA 


David P Myers. >>''. retired fann- 


er, died at the home of his daugh- 
ter. Mrs. Hattip Fromng, 812 Rich- 
je-ave, parly Sunday mornlns from 


| s complication ft diseases. 
He had 


hepn 
In 
ill health 
the pa«t 
two 


Mr 
M V P I S cam 0 to thp home 
of 


his daughter tn visit Fix weeks ago, 
tipcamp t i l arid v.as unable to return 
to hi« hnnip In K'ldci. 
He was wide- 


Iv known in Klida and wertern Al- 


f u r t h c i 


n i a i n l a i n e d , t h a t 
voters are fully protected and t h a t 
tlipy are not molested in any v.-ay.' 


Hithcrto elections iu 
Guatemala, 


as in some other 
Latin-American 


Republics, 
been farcical. 


KTI-CI. 


DdPased was born September l n , 


1 R 5 1 . in FairfiPld-co. 
Besides th-= 


daughrer 
at whose home he died, 


he leaves 
th« widow and 
i>noth.*t 


daughter, 
Mrs. 
Blanche 
Seiber, 


f'onMac, 
Mich. 


Funeral 
services Tup?rtav at 
2 


o'clock 
at the 
Pnlted 
Brethren 


church, Ehda. 
ru,v. Mr Biddlp w i l l 


The! officiate. 
Interment 
in Greenlaivn 
, 


Jpfe PoliHcos ot 
the 
Departments, cemetery, near Rlida 


and their subordinate officials ooni 
manding thp 
vanous, 
district? or 


> E . when an "lection r. as 
Pimplv 
reei&tprer! 
tbi 


LEGISLATION READY FOR 


FIVE RELIEF SEWERS 


oilier' on^'ihe ra'tifica'tjon i:»solis'.ion?. j names of a desired number of voter i Few£rP^ag°nh( 
report- t h a i 
--mur- house membprtxJ as votinK for the designated c;intl! j Council has 
-a 


who were considered in the pro-Mif-l datPF and then turned them in as 
t ' j g p cirnp. 
were 
chansine 
their j , jlr. p] Prtorlal result 


view? caused the s u f f r a g i ^ t a to in-| 
crease thpir effort? to kP°p them In 


Presidential candidate and that 


' h i m s e l f 
On assuming the office 


for five new 
relief 


four." 
r L..J «li,A 
1 Jlctu 
A » « V 
"We 
talked about movies 


president said he enjoyed several ofi 
those 
we liked best. He said 
b*' 


was goinK to sive us a pass to oiifj 
of 
thn movies good for 
all year. 


Tilly was scared all the time 
and 


wanted 
to get out. Mrs. Wilson 


^BATTLESHIPS 
SENT TO BATTLE 


(Continued From Page One.) 


a ' I that could go faster than the presi- QQV 
PRINCIPAL 
SPEAKER 


ThftUent'B car. 
Tt* president laughed. 


Aged Woman Ends 


Life, Drowning 


In Cistern. 


completed, and 
if I inadequate 


captured that point. 
Fierce fight- 


ing is continuing in that region. 


"We have n=tirpii from Brody In 


ordT to fihorfpn out front." 


Hlrody ia on the Lumbers front, 


south of Warsaw.) 


The sound ot battle has been dis- 


tirrtiy audible in Warsaw for hours 
and at ni2;ht the sky to rhe north- 
WPS', 
north and ea^t is lighted like 


a horseshoe of fire. 


Many .if the shops are boarded up 


and (ho houses are deserted. 
The 


streets are virtually 
empty. 
Mili- 


tarv detachments patrol them. 


The Italians, Danes and ",etts re- 


mained at their legation, after rep- 
respntativos of Mie o'her nations de- 
pal't = '1 
Thp papa) 
Nuncio 
is 
ex- 


pe^ted to stay, even tho the Bolshe- 
iiki occupy the city. 


SeverJtv of the fighting may be 


estimated from the fact 
that 
pro- 


ressionc of 
thousands of 
wounded 


are 
corning bark from the 
front. 


They are being given th* best care 
possible, but surgirat facilities are 


SPRINGFIELD. — Mrs. Anna F. 


.Martin, SO, committed BUicide Mon- 
day by jumping in a cistern. 
Her 


body was found after she was miss- 
ed from h°r room. 
Sh" Da ' nef=n in 


ill health for the last several years. 


WINNERS GO OVER 


BY SMALL VOT 


sufficient 
number of I MOTOR GOATS FJGHT 


to 
F'lspend t h e ] WARSAW—(By Associated Press) 


is patrolllns 


lino. 


MANY TO 


suspend 


rules, will probably be passed Mon-j—An armored flotilla 


During th* 23 years- Estrada Cab-j day n i g h t , according to City .Solici-j the Vistula river between Warsaw 


•era was in power there was only one tor H. E. Garlinsr. 
l a n d Thorn to prevent Russian BJ!- 


I 
Thev are the Asklns lateral relief ] ehrvikl from rro^inp that stream iu j 


'sewer." 
Lakpwo-Ki-.-ivp. 
\VeM 
and I the movement to eiicircle this city, nix 49R6. Maher 3S72 and Studevant 


Reinn Barrios, he was i-ei|iiirefl 
the f'oustftution to convene elect inn* 


r'resident mierino at the d«nth of Pfercp-?t 
sewer, 
N. 
Central-avp. 


ht/| Wayne arid L'nion-n lateral 
relief 


'' 'sewer, X Central-avp. Wayne 
and 


, . . , , I'nion-'st relief sewer and Collett-st. 
for the Presidential 
period of slx| | a f p r a | rp!lpf HPWPr. 


y p a i K w i t h i n pisht days, raid elrc-j 
„ 


tlons to be held withm six months HEART TROUBLE CAUSES 


1 after hi* a^suminc power 
rainpr.i 


Allen-co Continqent to 
Attend complied with the constitution in 


Democratic Meet Tuesday 
j t h a t h9 calle(1 th" *>"ction» but h- 
! did not allow anv other candidato tn 


AccordniR to plans perfected Mon- HIP field. 


day. a 
lar'gp number 
r-; 
Allen-co, 
(ierrern, having been designate.! 


Democrats will attend thp rtate con- ni-p-president by the Toncre-;.-, 
as ( 


law, Miccpprled rahre-ral'? 


DEATH OF MRS. MILLER 


Mrs 
Clara C 
Miller, Sfi. wife of 


W i l l i a m W Miller. 720 P Broadwav, 
died at her home Sunday after nn 


from 
heart 


a i i K h l P r 
of 


vention at Columbus tomorrow. Th 
Lima men 
expert to po to 
Lake 


View over the Oh'o Klectric. on the 


illness of 
two 
weeks 


trouble Shf was 
the 


m i t l i rc'vfiiniire 
and 


the T. and 0. C'. 


.ludpe Fred C. Becker, Senator T 


M. Berry, 
Commissioner 
.Minor r 


CroFsley. Francis W nurbln, C. w. 
Herbst, 
Judge 
Kent 
W. Huphfs. 


Judge William KlinRpr. Jiirlce Jolvi 
F. LinclPinann, E. W. Mosier. nn«l 
W. L 
NeviUp 
are 
the 
delegpt'"' 


chosen to 
represent thir, 
coiintv In 


the dclibpr.nlions of the state ;isspm- 
bly. 


Governor James M. Cox. 
Demo- 


cratic nominee for President: A. V. 
Donnlipy. c n n d i d n l p for 
fiovcrnor; 


Secretary of War Newton D. Baker 
and 
United 
Stnlps 
Scntitor 
Atlee 


Pomereno win address the conven- 
tion. A larcp contingent, 
or Demo- 


crats from nil over the s»tntfl is ex- 
pected to invade the capital city. 


AMUUtAXrK KJ^fOVALS 


KCKKKT. 
A 
A 
Wngner, 
from 


his homo on Pnnrluaky -ril, to City 
hospital for t r e a t m e n t . 


WILLIAMS AND DAVTP- 
Mrs 


Duck, 
from City 
hospital to 
her 


home. 111 Millcv-avp. 


LONG AND ROWERSOrK- 
Mrs 


Sue st<«'klfr. Cleveliind, from West- 
ern Ohio station to home of Mrs. (.". 
L 
Snider. 1004 W. Hich-Rt 
Mrs 


Ltlho Daniels, 
from 
Dr 


clinic to 12S4 W. Spring st. 


I P q i l l l P d by i,.«, r.,i, ..-.-.„-,. .«..,,.,. 
A I| P n t o w n 


H^ I'rpsident Intprino. .'ind 
in com- 


pliance with the law designated th" 
l;ist w*>"k in Auciist for the Frpsl- 
dpntlal 
election. 
PesidPs 
hlm.-clf. 


t h " i e nrp two cnnrli(l«ti«! in the I' 1.1. 
Jo?" t.fiui Castillo, w h o w:is obliKeil 
to fine the country upon bPinp; nom- 
tnntoil as a candidate in opposition 
to Cnbrera -- year n-n and Oeueral 
Krrmcir-co Fuentns. 


Tn bin circular letter to the a u t h o r - 


ities t h r u o u t the c o n n t i y I'rpsideni 
llcrrerra cnlls a t t e n t i o n tn his 
fre- 


qupjit dfclaratu)ii t h a t it is his P'>r-j r l r p n 
I,PI-P, when 
burial 


pose. M) loup a.s hi remains at the 
A i l e n t o w n cemetery. 


h"nd of the Kovprnmont. "lo art' 
strictly to the principles nf true 
mncracv." and t h a t IIP will not nil'-] 


born 


Smvmr.tr. besides 
the 
h'ls'mnd, 


are threp suns and ;i rlnudhter. Chil- 
dren are riyde R 
Miller und JIrs 


H 
W. \ \ i l t . both of Oakland. Pal.; 


Willi-im P. ^It'ler, Limn and Frank 
S 
Miller, residing 
at the 
pirenfal 


hdino 
Fiank rovenmirp. S. Fierce- 


st. 
;mr] 
John 
Fo\enniire. 
Splmn, 


K.inr.i-:. are survivintj brothers 


Funeral services Wednesday at in 


n'. iock at the resideuce. Rev. Mr 
Rcwrtln will officiate. The body will 
bp placed 
in 
Woodlawn 
recrivinc 


| v a u l t u n t i l the arrival o f ' t h e chil- 


I 
be 
In 


.Many of 
these 
boats 
saw 
service 


a Inn? the Fripet and Dnieper river, 
-ome having 
bp.en 
captured 
fi\3m 


the 
Bolshevik! and 
moved 
to the 


Vi^i'ila bv railroad 


Soviet cavalry 
is working west-; for the Democratic nomination for 


ward alone; 
the 
Prussian 
frontier I state Senat0r. T. M. Berry of Spen- 


3nd was reporter] at various points 
loithwest, of Warsaw jMonday. 


The liorsemen are a source of con- 


"Our 
folks didn't believe 
we'd 


ne riding with the president 'till i 


aaw the newspapers which did-! p|atform to FoilOW Lead Of the 


n^BM?8 
0av 
r. 
nmlTyb 
8e the other 
fei-i 
National Declaration 


lerB aren't 8ore at us for getting a| 
COLL.MBCS_ Qhio 
Dpm0cra-, 


! when they gather in Columbus Tues- 
day for their state convention, will 
launch in dead earnest 
into 
the 


fight to deliver the 
political .flag- 


ship. Ohio into the hands of Presi- 
dential Candidate James M. Cox and 
the Democratic crew of congressional, 
state and local office aspirants in 
the forthcoming November general 
election. It will be the real opening 
of the Democratic campaign in Ohio 


The convention, to be 
held' 
in 


Memorial hall, promises to be any- 
thine but the routine, cut-aud-urieil 
affair of former campaigns. 
With 


Governor Cox as the chief speaker, 
the Ohio chieftains predict an un- 
loosening of the old-time party en- 
thusiasm that wil! resound thruout 
tbe nation, carrying the word th t 
the Democrats in the pivotal Buck- 
eye commonwealth are "ready anc: 
eager" for the battle. 
COX SPEECH IMPORTANT 


Gov. Cox's speech will be the most 


important he will have made up to 
tl'at time in his country-wide stump 
campaign and his utterances •will be 
watched with interest, particularly 
since his statement that "my tongue 
is now unleashed for 'he campaign,' 
hinting: that the 
convention 
here 


will find him for the first time jn 
his real campaign1 stride. The cc.-- 
ernor's speech will be short, it was 
stated today, probably requiring less 
than an hour. 


The addresses of M. A. Daughertv 


of Lancaster, "keynoter", and of A. 
V. Ponahey. candidate for governor: 
Secretary of War Newton D. Baker, 
Senator Atlee Pomerene. TT. s. Sen- 
atorial Nominee W. A. 
Julian 
of 


Cincinnati, and Mrs. Ida McGlone 
Gibson, well known .newspaperwo- 
man, 
likewise will be of short dura- 


h'on but to the point, it was said. 


.Members of the 
state 
platform 


'•ommiuee prcrni.~ed ' a clear, con- 
CIFC statement of principles which 
any school child can read and un- 
derstand thoroly." 


It was indicated the state platform 


"ill fol'ow in almost exact 
words 


the lead of the national platform 


Final District Figures Received 


—One Contest in Doubt 


Narrow squeaks characterized 
the 


result of sevpral of the district con- 
tests for nomination, according 
to 


final 
figures received Monday 
by 


Clerk Morris of the election board. 


F. 
M. WUdermuth of 
Shelby-co 


received 6320 votes for Democratic 
state 
central 
committeeman 
and 


Lendell Williams of Darke-co rtS4?, 
Williams winning by 23 votes. 


Congressman 
Welty had 
1819 


votes 
over Geo Mannis, his 
next 


nearest opponent. 
Welfy 
received 


6785 in the six-county district. Man- 


1056. 


The official figures from 
Pan Id- 


ing 
county having 
been 
received 


jtonday, the election board was able 
to compile the results of the fight 


cerville won by 14? votes over his 
next nearest opponent, W. A. Mark- 
er 
of Van Wert. 
Berry 
received 


s'ant. annnvancp. many detachments ,4317 votes in the seven-county dis- 
following the attack adopted by Gen-| trjct> 
Huber of Mercer 3362 
and 


era! Eude'iny on the southern Polish 
Marker of Van Wert 4169. 


In 
the Republican 
contest 
for 


nomination 
for the 
same 
office, 


Shafer of Van Wert won over Renol- 
let 
of 
Pauldiug by 
seven 
votes. 


f r o n t ' in raiding districts endeavor- 
niK tn drivp iu behind the Polish 
lnu'i and 
iipading 
consternation 


nnionc; the I "lifii peasants. 
_ _ 
_ 
^ 


Ksnmafp-- of the number of these | g^afer received 2389 in the district, 


raider? vary, but it is reported there | Renr)llef 23S2, Semple of Van Wert 
are ppvpral tlmurand nf them, somej 1 6 3 7 
and Brodbeck 
of 
Auglaize 


of xvhnni 
v.pre infantryrnpn. 
who i 3305. 


hrup taken hordes from peasants and 
Reports from five of the 15 coun- 


uioveri forward. 


It i=; known the, Bol-heviki had a 


cavalry dnr-inn upiin their extreme 


ties in the judicial district are neces- 
sary for a complete statement of the 
vote accord°d H. L. Conn of 
Van 


i l c h t . and 
it is 
this 
organization! \yert and Walter H. Kinder of Find- 


RESERVOIR REPAIRS 


llfy or ])cnnlt the nullification of the 
electoral rights nf any vnter. 


that has been making headway anil 
nK.'iin't which armored motor ho:its 
and other fighting cratt are pieparad 
to luittle in the event of the cavalry 
trying to force the Vistula, sever the 
Warsnw-Panzlfr 
railway 
and 
pos- 


sihlv totally isolate this cily from the 
otuMde world. 


lay for appeals court judge, ou the 
Democratic 
ticket. 
First 
reports 


had Conn a winner, but it is under- 
stood that an assembly of unofficial 
figures over Sunday throws the re- 
sult again into the doubtful state. 


BODY OF MISSING 


CINCINNATI MAN IS 


FOUND IN NIAGARA 


N I A G A R A F\LLP —The bodv 
o 


Inhn L 
LiicUp. imrsins Cincinnati 


'naniif.iruirfr. was 
t a k f n from 
the 


whirlpool Inte Sundav 1 y n\Pr mc-n 
W. j Lucke, the man's son. 
icienti- 


iipd the bodv. 


It 


I hat 


NOT TO BE DEFERRED 


Rprvice Director Elmer 
McClain 


rlocliired "Monday he knew nnthinfs 
nf n move of city councilmen tn de- 
fer rppairs In the alleged dniiKProus 
point in the wall surrounding 
the. 


LoM Creek reservoir. 


Mcflnin snid ho w i l l advertisp for 


bids for (he work Monday, and rush 
the work thru as soon as 
possible. 


He declared the money appropriated 
by council for the work cannot be 
used for anything: else, and there i a j 


was 


n L Fi 


LEAVES_FORCE 


Was Member Lima Police Depart- 


ment For 17 Years 


( 
Captain r. F. CJrant, a member of 


'beVieved hy polic» Mondav' no rPnson why the work should not j the Lima police department for the 


Luckp wa« t h e ' m . i n r.ntrnlman 1 procoorl at nnce. 


Khorif's i"»w Ipap intn I IIP rivpr 
Prospect Point August ". 


at 


thp work is $0,700. 


For Bi eakfast 


Aready-to-eat food—sweet 
and nut-like in flavor 
economical—-no waste 
full of the nourishment of 
wheat and malted barley— 
baked twenty hours—never 
spoils in its wax-wrapped 


Order from your grocer 
You'll eat Grape=Nuts 
again and again! 


Made by Postum Cereal Co., Inc., Battle Creek, Mich. 


C. W. Kaufman, Bridge Painter. 


Meets Death Monday 


Charles W. Kaufman, 34, painter, 


Huntington, Ind., died from strangu- 
lation Monday morning when he fell 
from the Hog Creek bridge, three 
miles west of Lima, into the wat-| 
ers beneath. 


d.n-. effective at once. 
His brother, David M. Kaufman. 


fJrant has 
held 
the 
rank 
of i Jr.. working with him, was unable 


c.iptain in 
the 
rlepirtment 
since j to reach him until he was in the 


101,". 
For ten years 
previous 
to j clutches of death. 
He died shortly 


this he was a patrolman. 
i affer bein? rescued by his brother. 


Thp retiring captain Monday re-1 
The two brothers, with a ganc; of 


to make a 
statement 
as 
to I men. working under 
John 
Marni. 


rnst 17 \°ar?. tendered his reslgnn- 


Miller's estimate for i *ion to Chief of Police Rousli Mon- 


ndoptPd at San Francisco on all big 
issues, particularly that of prohiN- 
rion which will be referred 
to in- 


directly in a planfe calling for gen- 
eral law- enforcement. 


It is expected there will be littlr- 


rlisciission on the platform in the 
convention proper, and likewise that 
hut little time will be required in 
choosing the state's 26 presidential 
r-lectors. 
These electors 
will 
be 


nominated at congressional district 
mucuses held Tuesday morning in 
aav-ancp of the convention. 
County 


rtelpcations also -will meet in 
the 


morning- to name representatives for 
th« various convention committees 
TO RKTAI.V MANAGERS 


Democratic barters wero confident 


thai Stale Chnitman W. W. Durbin. 
Kenton. will yield to the wishes of 
the s*ate organization and 
retain 


direction of the 
Ohio 
campaign. 


Gov. Cox. Dona hey and all the slate 
candidates, it is said, are strongly in 
favor of Durbin remaining 
in 'his 


job. 


In the hour preceding the opening 


of the convention, 
the 
Coiumrrus 


Democratic Glee 
Club, 
the 
local 


Democratic hand. 
the' 
Gem 
city 


Glee Club of Dayton, 
the 
Meteor 


band of Piqua and other musical 
organizations will participate 
in a 


program of campaign songs. Statfi 
Representative H. S. Atkinson, Col- 
umbus, former cheer leader at Ohio 
State Universi'y. will lead in the 
singing of the 
Democratic 
battle 


scng "Ohio." 


whit line of industry he wijt follow 
in the futiirp. 


Chief of Police Ron?h announced 


bridge painting contractor, had built 
a scaffold 
OVPT the river to 
paint 


the bridge. 
They were chipping off 


Mc-ndsv a civil service examination j (he rust- preparatory to painting ;it 
u i l l he held at thp council chamber I tne ,lnle o£ the aerldent. 
on W. Hish-?t. Friday eveninK at 7 
A boar(J of ,he s..affol(1 broke an1 


o'clock, for the 
selection 
of 
an 


eligible list from 
which 
Grant's 


successor will b° choson. Bvamma- 
tions for patrolmen 
and 
sergeants 


•u-ill also IIP held at this t.me. Rivish 
rtnted 


precipitated K a u f m n n into th" wa- 
ter beneath. 
Tn falling he 
struck 


his side on piling taking his breath, 


hi, breath. 


i ;-.« was in the water and his lungs 


"Now. that the pav of the police- j w.^re quicitiy filled. 
He lived but 


force has been materially increased. 
a few mjnutes afler ;,„„,., re=cnc>fi 


Chief RoiiMi declared, "we hope to | from t h p wa(er 
Vih,..h 


have a number of 
applicants, and j ?nou?h ,o rover him a£t?r he fell 


the w oik to apppal to m a n y , 
T,;e bod 
was 
removed 
u, thp 


men 
1 WUliams and Davis mortuary. 
Be- 


f 


The chiPf said he hopes, with th° 


inrreape. ir p.->x. t" have at all time.' 
an elt:;iMe l'-et for all positions on 
the force. FO ihnt the resignation of 


meit temporarily 
handicapped 
>v 


the necessity of calling for an e.\- 


TO OUTLINE 


CHILDREN OF COUNTY 


HOME TO BE GUESTS 


AT AUGLAIZE-CO FAIR 


Kiddies of the Allen-ro children;' 


home are to be 
guests 
at 
tha 


Au£lai2P-co fair on the afternoon of 
September 1 Sam 
Wemfleld 
an- 


nounced Mordav this invitation hid 
>.pen tendered bv A 
E. 
Schaffsr, 


secretarv of the 
AuglHize-ce. 
fair 


association. 


As a result of the invitation, thp 


sid?s the brother with him, he leaves 
hi? parents, Mr. and Mrs. David M 
Kautman. Sr., his widow 
and two 


Mrs Harvev Her.sl°r. Bippus. Ind.. is 
3 sister. 
The body will be 
taken 


Monday night to Huntmgton for fun- 
eral services and burial. 


FORMER LIMA MAN 


JAMES H. GENSEL, DIES 


J».raes H. 
Gens?i, 
former 
Lima 


resident, and uncle of James W Gen- 
pel, secretary 
of 
the 
Pouth 
Side 


Buildin? and Lean association, died 
at his home in Flint. Mich., at ths 
age of S4, according to information 
re-eived her? 


He resided !n Lima 
ia the earlv 


sevpnties. The widow, 
Mary Aker- 


pian Gensel. four sons, William. Hen- 


automobtle ride planned for August | rv. John and Byron, all of h lint, two 
IS will 
be 
postponed, 
Weinfield 


said, until September 1. 


It is Weint'ield's sp°cia' request 


tha* cars which «re used 'or trans- 
portin:: the children bs 
driven 
by 


women 
"\Ve want tile 
women 
to 


get in closer touch with this work", 
WeinfMd declared, "and much pie- 
fer that cars be driven 
either 
by 


the mother or elder 
daughter 
ot 


families furnlshinp them." 


PT:GH FUNERAL TUESDAY. 
Funeral 
services 
for 
Doualas, 


Pugh -who died at Waldo. 
Florida. 


•will 
b* held Tuesday morning 
at 


daushter?. 
Mrs. Ruth 
Dirkerson, 


Flint, and Mrs. Iva ?now. Detroit, 
survive. 


Interment at Middle Kivr Chris- 


tian church cemetery 
npir Grovr 


Hill, Tuesday at -.30 o'clock. 


ADMINISTRATOR N XMED 


B. L. Jauman. Delphos. 
was 


pointed rtuffi luiSu rtK'i uf til' 
of Clarence D. Siraors. who 


Prepares Address to Ohio Demo- 


crats at Columbus Tomorrow 
C'OLUMBLS. — 
(By 
Associated 


Press).— Governor 
Cox 
.Monday 


pippared to rre.'s 
his 
onslaughts 


asnins-t his Republican 
opposition. 


in three moie addresses this wfek 
separated by but forty-eight hours! 
He is to speak here Tuesday at the 
Oemo< ratio state 
convention, 
at 


South Bend. Ind.. on Thursday to 
the State Democratic Editorial" As- 
^cistion. and next Saturday at a 
"Co\ Day" celehra'ion at 
Canton 


Ohio. 


With his offensive preny ivell rte- 


tined in his speeches last 'week, the 
Democratic presidential candidate's 
remaiks Tuesday to the Ohio De- 
mon acy are 
expected 
to 
outline 


promises. 
The governor is consider- 


ing a definite statement on the ap- 
plication he would make as presi- 
dent. of the general 
"progressive" 
policy he lias announcer). 


In forthcoming ac.dresses. it is un- 


derstood that Governor Co\ will con- 
tinue to ftrets ihe principal line ot 
attack he gave last Saturday in his 
iiye speeches thru Ohio and Wr-sahn 
rt. Va., supporting the league 
of 


nations as- against a separate peace 
with Oi mam. 
charging 
a "sena-l 


tor-,3l oligarch?" with seeking 
to 1 


"annex the presidency to their dom-' 
inanon and presenting "reactionan | 
Hepul'licanism" 
aj»,im?t 


five Deniocrary. ' 


CHIEF MACK RECOMMENDS , 


MORE COMMISSIONED MENj 


dditional 
captain and 
ond 


I 
t 
o t ii be added to the c 


Missioned personnel 
of 
the ^' 


fire department as result ot rec 
mendauon. made 
"X Fire Chef 


John Mack 
to the saf«t> 
dnector 


M°With the present organization. a<M( 
,ording to Mack's statement, 
ona 


shift each day at stations No*. 2 4| 
and 6 must work without an officer, 
in charge, altho held responsible., 
Bv transferring one officer, either a 
captain or lieutenant from Central 
ration and the 
commissioning 
ot 


two additional lieutenants, an officer 
can be on duty at e\fr>'J^'0*'* 
the city at all times, the chief points 
out in his recommendation. 


Safety Director Fisher said 5*on- . 


he may" bring the matter before the 
council Monday night. 
GIRHMPROVING, 


MESSAGES SAY 


Parents of Blanche Grover Re- 


ceive Two Telegrams 


Telegrams from \ew York City 


in jeply to messages requesting in- 
formation 
on 
the condition 
ci 


Blanche Grover, Lima girl who was 
Sound unconscious 
in the .Martha, 


Washington hotel of that city last 
Friday, fail to either confirm or de- 
ny 
reports that the 
girl had been 


poisoned as was originally reported.- 


730 1-2 W. \Vayne-st declared Mon- 
da-" morning that she still held to 
the belief that the girl was a victim 
of acute indigestion. 


Two messages., one 
from 
Misa 


Grnver herself and the other from 
Bellevue hospital authorities whera 
the girl now is, were received Sun- 
day by Mrs. Grover, she said Mon«4 
day morning, conveying the inform- 
ation 
that her daughter 
was im« 


proving. 
No details, however, werei 


given. 
The telegram from Misa 


Grover said she would write later.; 


Police 
in New York 
who have' 


been searching 
for a man 
who is 


said * to have called at the Martha,' 
Washington Hotel Friday morninS; 
and asked for Miss Grover and lead--, 
ing to the discovery of her condt-j 
tion, 
have as yet been 
unable to] 


find him. 


Miss Grover. who is a beautiful; 


and accomplished 
actress, was bo-^ 


lieved to have gone to New York ;o-' 
accept a position with a movie con-' 
cern. 


TO RESUME WORK ON 
j 


MOOSE HOME THIS WEEK* 


Work on the Moose home. Westf 


and 
North-sts. delayed 
for som* 


weeks because of non-arrival of ma- 
terials, wil be resumed this week,' 


Plans 
had been made 
to start) 


Monday, but 
owing to inclement 


weather, work was delayed. 
It Js 


hope to complete 
the building to 


the first story 
by fall. 
Ross E,: 


Mullen is superintendent and build-j 
ing contractor. 


PERITONITIS BRINGS 


DEATH TO MRS. VA 


Mrs. 
Verna Van Pelt. 21, 330 NV 
1 


Collett-st, wife 
of William H. Vatf1' 


Pelt. 
manager 
of the 
Woolstila, 


Clothing company, died at St. Rita'3* 
hospital 
early 
Monday 
morning1, 


from peritonitis. 
She had 
been] 


ill 
ten 
days. 
She was removed? 


to the hospital from her home in ai 
critical condition Sunday noon. 


Deceased was born in Mansfield* 


Ohio. 
Brief services 
Tuesday at 


1 o'clock at the residence. The body 
will be taken at 2:07 o'clock over 
the Pennsylvania railroad to Mans- 
field. 


Funeral services and 
interment) 


will be there Thursday afternoon. 


MRS. 
KATHERINE 


DAPENTHAL DIES SUNDAYl 


Mrs. 
Katheriae Dapenaahl, 
66,| 


mother of 
Mrs. Ralph H. Hasson, 


7«0 X. West-st, died at the daugh- 
ter's home Sunday, after an illness 
from heart trouble and dropsy. Slia 
had been in ill health for the past 
si>j months and in a critical condi* 
tion for the last two -weeks. 


She was born March. 16, 1844 ia: 


Germany. 
Funeral services "Wed* 


nesday 
at 10:30 o'clock at Lime* 


&tone. 
The funeral cortege 
niU, 


leaie at 7:30 o'clock 
Wednesday^ 


motoring to Limestone. 


WIDOW SUES INSURANCE 


COMPANY FOR $5,000 


Mrs. 
Jettie Bible, widow of the 


late 
George 
F. 
Bible, 
real 


estate 
dealer and insurance agent, 


filed suit in 
common pleas 
court 


Monday to obtain the 35,000 health^, 
and accident 
insurance 
carried by 


her husband in the National B«si« 
ness Men's association. Cleveland. 


Mrs. 
Bible charges the policy fot 
1 


which her 
husband bargained did 


not contain such limit.-tions which, 
mitigated against payment of acci- 
dental death 
in such 
cases as his; 


He was ^letrocuted in his garage on 
August 17. last, when he took hold 
of an electric switch while his bara 
feet 
were wet 
from water 
witli 


which he was washin? his car. 


She charge., the company has re« 


fused to pay any part of the insur« 
ar.ce policy carried by Bible. 


'progref- 


MRS. 
MARY DAVIES DIES 
WHILE IN MINNEAPOI IS 


Mary F. Davies. 75. 
. 
. 
. 


of \\illiam J. Davies and mother of 
-Miss Cora Danes, assistant sun«r- 
int-nfiPn, of 
Luna r,ry 
hospiui. 


died in Minneapolis SaturJay 
Ac- 


companied by a daughter she went 
to t h a t city for a visit with her M=- 
ter 
While 
there she became "ill 


Her daughter. 
Cora, has 
been .it 


I'pper Sandusky. August 6, last, in 
probate court Mondav. 


es-are j h#>' hed=ide mnre thi'n a w*ek 


Mrs n-nies was wideh- known 


P:SO o'clock, at the home of Mrs. i plumber, 
Edward McXamara. 92S W. Kibby-i Elizabeth 


and 


MARRIAGE LICKXSKS 


Frank 
K u f f m 
Ye,.iwood, 


Fort 
Me-.id 
0. Fl.i 


Edward McXamara. 92S W. Kibby-j Elizabeth 
Brownlee 
Vcpr'pr, 
:\N 


st. 
Interment in the Ada cemetery.. teacher. 512 \V Spn-c-F; 


The funersl was announced to 
be | 
Elmer 
H 
?t^ttlrr 
2 
1.. ti'-oiPi 


held at 10S4 Summit-st but instead i K l u f f t o n , and 
Helen L. 
V..r.t. l > 


will bs held »t the McNamara home, domestic. Beaverdam. 


I^mj. 
Her husband dic--l 
about is 


years a so. The body w,)l be brought 
t" 
Lima Monddy 
afternoon 
?n,i 


taken to her romp 5SS S V.>st-,-t 
Fuii-ial .injngements win 
r-e" art- 


Heat/ashes 
From Slight Golds 
"Laxative 


Bromo 
Quinine 
Tablets" 


relieve the Headache by 


Curing the Cold. 


Besides Mi.-j 
fora navin Mrc 


::'!i.:dH T i u - ,p .) M,.-, ..],,„',) £»',. 
r .in,-l H 
\V n.nies. 
ill , \-id.-, 


i'i- p.'ieni..; iiome. ira 


DR. A. JONES 


?Tf)Vi:i> TO S'h !"!.(K1 
Ncv riiirrrs Hiv.U 
1' 


I'KONK r.AIN IS'.'. 


t 


NEWSPAPER! 
,, NEWSPAPER! 


THE LIMA NEWS & TIMBSDEMOCRAT 


I 


JfAULKNER MAKES 


BAD GUESS 


• Wrong on Two Propositions Con- 


cerning Allen-co 


LEADERS IN VOTE* GETTING 


Senator Berry Beats All Con- 


tenders for Big Family Honors 


Commenting on the 
withdrawal 


of Judge Kent \V. Hughes of Lima 
as a candidate for Associate Justice 
•if the Ohio Supreme Court, on tin' 
Democratic- ticket, 
the 
Columbus 


correspondent of the Cincinnati Kn- 
Hiiirer hazards a broad guess that 
misses 
the real facts 
in the case 


about as thoroly as a mother hub- 
bard fails to answer the purpose de- 
signed at least in one respect when 
he writes: "it is possible 
that he 


(Judge Hughes) 
feared 
weakness 


in 
his own congressional district— 


the Fourth—because 
of past fac- 


tional troubles, 
altho 
assurances 


were given that these were 
not to 


play any part in the 
coining cam- 


paign." 


It was decent 
of the Columbus 


. correspondent 
to add 
the sixteen 


words of comment .after 
the 
last 


coma appearing above, but the sug- 
gestion in the preceding part of the 
quotation is the unfair end of the 
fabric. 
Judge 
Hughes 
resigned 


from the ticket for the reason Ho 
vouchsafed when the announcement 
was made first in the 
Lima Daily j 


_\ews and Times-Democrat. 
Pre*a 


associations on Friday 
and Satii'- 


ciay asked for a further statement 


• from Judge Hughes, hut they were 


informed there was nothing more (o 
lie said. 
He stands by his original 


statement that he does not wish to 
leave Lima. 
That's all there is io 


it. The Enquirer's hint 
at 
serious 


factional difficulties in the Demo- 
cratic family in the Fourth district 
are aside from the facts, also, 
as 


party leaders well know. The Dem- 
ocratic state central 
committee is 


expected 
to name a successor 
to 


Judge Hughes on the ticket at Col- 


POLISH GOVERNMENT MAY MOVE TO CRACOW, THE ANCIENT CAPITAL 


.1iK-i;-n! rit-.ik-l of C:-::c{> \v, ond (l>e!ow ) another view .of the citadel su-ross tlie Vistulu. 


Jf the Bolsheviki get much nearer 


to Warsaw it will be necessary for 


umbus tomorrow, 
but his identity 


is unknown. Owing to the fact that 
the Republican candidates 
for re- 


election. Justices Thomas A. Jonos 
of Jackson and E. S. Matthias of 
Van "Werl ,are very conservative, it 
is expected that a man who will ap- 
peal strongly to the progressive ele- 
ments -will be picked to make the 
race 
in Judge Hughes' stead with 


Daniel Cull. 
The name of Appel- 


late Judge 
Charles E. Chittenden 


of Toledo has been mentioned for 
the place on the ticket made vacant 
by Judge Hughe.?, 


a 
* 


Large families are being 'played 


up'' as qualifications in behalf 
of 


the 
candidacy of aspirants for of- 


fice. 
When A. Victor Dona hey was 


running for the oHice of State Audi- 
tor is5i.the Democratic ticket 
and 
!„ every Republican candi- 
o"opposed him, the fact th;xt 


is the father of nn interesting 


family of ten 
children was widely 


featured, 
Vic was and is proud of 


his 
abundant proof 
of adherence 


to the Roosevelian ii.ca of big fam- 
ilies and now that: he is a candidate 
i'or 
Governor on the 
Democratic 


ticket, 
the political 
writers 
are 


;:sain 
referring Io the 
numerous 


progeny in Ihe "Donahey household. 
I le "takes 'em out riding: in a "dou- 
Ide deck" touring <-' 
a''. bearing- Ohio 


license number IS!:;. 
Vic- 
isn't 


afraid of the hoodoo number 
and 


they've never had an accident. 


But 
when it 


c-laims of havinp 
,nre others. 
Daniel K. Butler of lo- 


ledo. Democratic candidate for state 
auditor 
also has claims 
to fame 


along this particular line. 
He too 


i<5 the father of ten children. 
Dan 


is a big two-fisted, generous heart- 
ed, likeable and capable American 
eitizen. as proud of his family as a 
kid v.-ith a pair of reel topped boots. 
There are 
seven 
girls and 
three 


hoys in the Butler family, ranging 
in age from 6 to 26 years. 
Tlvnr 


ruimes are: Pavid, Agnes, Klizabeth, 
Alice. Daniel. Jr..'Anna. John, .Mar- 
tha, 
Margaret and Marian. 
John 


served with tlie marines during the 
Avar, 
enlisting: on 
his 
eighteenth 


birthday. 


Butler is 4P years old. but. doesn't 


look it: was born in Toledo and re- 
sided there 
all his life. 
He 
w.is 


traffic, manager of the Libby Glass 
Company in Toledo 
for 
14 years, 


out during the pus=t tv.-o years has 
been superintendent of 
thr- bureau 


of rates of service of the state util- 
ities commission. 


Right, here 
in Alien-co we ha>'e 


a candidate for state senator 
who 


has even grcvter claim to fame than 
either Donaliey or Butler. 
T. M. 


Berry 
of Spcnoerville. Democratic 


tiominee. has thirteen children. .10 
of them girls. Seven of the children 
are married. 


4 
+ 
« 


.Teemsy 
Faulkner . t h e 
political 


Tvi/,ard 
fit' 
I.ho t'inchnutti 
Kmjuirer 


down t'olnmbiiR way. Ihe man who 


comes to 
making 


big families, there 


district would scarcely have. There- 
in lies an argument that Ben's can- 
didacy has over friend Cable. 


And it is true that Allen-co folks 


rallied strongly to Welty and Cable, 
but -they didn't have the Federal 
building proposition in mind as the 
big 
reason when they did it. 
It 


was more on the ground of loyalty 
to home candidates and in this re- 
spect 
Allen-co can cay 
something: 


for herself. 
Congressman 
Welty 


received exactly S33 more votes '" 
his home county of Allen than did 
the other three candidates combin- 
ed, 
while Cable 
was given 
1454 


more votes in Allen 
than was ac- 


corded to his three opponents corn- 


tha Polish government to 
some less dangerous place. 


move to 
The city 


mentioned as most likely to be the 
new seat of government is Cracow, 
Poland's ancient capital.. 


bined. 
Allen 


Welty got 2433 votes 
in 


and 
Cable 
1981.. 
Guess 


again, Jim. 


» 
* 
* 


Pursuing farther the. comment 


concerning 
big popular 
vote 
ac- 


corded candidates in Allen-co. a pe- 
rusal of 
the official figures indi- 


cates that there are certain of the 
nominees who have "something to 
crow about." 


Charley Baxter, unopposed can- 


didate for renomination for a sec- 
ond terra as Sheriff topped the list. 
on the Democratic. ticket. 
The to- 


tal Democratic vote in Allcn-co was 
4408. 
Of this number 
3391 cast 


their 
ballots 
for Sheriff 
Baxter. 


Custer for recorder was next with 
.T212. 
Then came Hay for coroner 


with 3091, Smith for surveyor with 
3068. Coiner for county clerk with 


MONEY READY TO 


MOVE CROPS 


t 


Strain Wil! Not Be Great — Rails 


Will Be Congested 


CHICAGO. — Tha midwest 
money 


market is prepared for the strain of 
moving the nation's big, crop 
and 


there is, in the words of leading fin- 
anciers, "ahsolutely no danger 
of a 


.severe crisis." 


"Financing the 
crop 
movement 


during the next few months will not 
he as great a strain on the 
nioney 


market as has 
been generally be- 


lieved." said George 
M. 
Reynolds 


president of the 
Continental 
and 


Commercial Kation;il Bank. 
"Thru 


out the crop movement railroads wilL 
remain in a state cf congestion. 
It 


is not likely any particularly heavy 
movements 'will take piace at any 


"0.~>7. O'Connor for prosecuting a t ^ E 
torncy with 29TS. 
The 
vote for 


Donahey 
for (iovernor, tinopi7o.se'!. 


was .1042. 


On the Republican primary tick- 


et Adams i'or coroner was the "hip; 
noise" 
in the vote,taking 
amonp; 


SINN FEIN CLOSE 


COURT HOUSES 


Local Councils In Ireland Take 


Drastic Action. 


DUBLIN—Intensity 
of 
public 


sentiment, in Ireland against Brit- 
ish rule is evidenced by the actions 
ot the recently elected Sinn Fein 
councils. Westmeath County Coun- 
cil has decided that nil courthouses 
in the county shall he closed and the 
government 
officials 
resident 
in 


them evicted. 


The Irish Volunteers have been 


ordered to see that no .judges .are 
allowed to enter the buildings for 
the purpose of holding any courts 
not recognized by the Dai! Eirnann. 
or 
Republican 
parliament. 
Some 


councils have passed resolutions to 
raise contributions for the mainten- 
ance of the Republican Army. 


At. Claremorria, county Mxyo, the 


local council has adopted a resolu 
lion appealing to all irishmen of 
military age to undergo a course of 
training in the 
Kepublicau 
army, 


and will not give any position in the 
service of the council to men who 
Movement of new wheat to fin, ;•- (,,a vc not undergone such training. 
. which for several days afl.er July (n otner places thn 
local 
councils 


10 ooualc.l only one-fourth of nor- jiave ( 
iual. has been rapidly increasing. 1'he .mlr>nlv 
general situation was naturally im- 
proved hy resumption of trading in 
wneat fo"* future 
delivery 
en the ,."ut j]Onii'es "promptly hit back'and 


Ciuciiso Board of Trade, which lend« ,,,„ roulK.jl room was 
raided 
by 


one time. 
quirements 
entire period." 


a result, credit 
he sprcnd nv 


re- 


to cut off the water 


supply from t.he police? and military 
barracks. 
At Knniscorthy. county 


W'pxfbrd. whfiro this was done, the 


. 
................ 


the unopposed candidates. He drew j lo stabilise prices and prevent losses il)oline Bnd solrliers. 
the favor of ::174 voters 
colt 
for prosecuting att«rii« 
second with 2250 
Tin* followed stock ma rivet loans to. the extent of 


Lippin-ithru congestion a 
«y was [ 
"While shrinka 


and like causes. 
age of Wall 
SI red 


Botkins for 
treasurer »dth 21 


Hamilton for probate Judge 
with 


212S. Toy for surveyor with 2110. 


several hundred million dollars 
tho last; fc.iv mouths may help the 
situation, financing the grain move-! 


TOKIO—Four 
hunrtml 
persons 


flrownort in floods 
on Saghalen is- 


land. 


Crosson 
Cochran 


for 
for 


sheriff with 
20S4.hienl to market in the Central \Vesl., , 


i-eprespntative 
wi>h is done irom Chicago as a center.'"-1" 


20S!t, 
Ciordon for recorded 
with 


20r,6. 
AVallacp for clerk of courts 


Comparativc.lv little local money is i 


X T W E R P — Finnish javHid 


established 
new world's 


rn-ord at opening of Olympic pames. 


.levoted. to 
Vork stock marker j 


After the rrops have reachcii 
with 
20:;<» 
The total Republican loans. 
vote i n , the countv was 2270. 
Chicago elevators nnri tho movemen' 


Lovaltv of Allen-co voters to Al- s^rls East. th»n there is a 


len-fo 
candidates. 
so 
strikingly decree of New \ork fmancinp. 
_ 


evidenced' in the contest for the con- 1 this takes place after the origin?!; 
Kt-essional nominations, was reflect- 1 "''Ci1., movement from farm to mar- 
ed likewise in the 
contest for t h o } k c t - ' 
j 


Democratic 
nomination 
of 
rtatf 


senator. 
Thomas 
M. 
f'Rrrr 
or 


Spencerville 
was 
accorded 
200." 
votes, exactly 4nr, more 
t h a n his -each in criminal court Monday on 


Bui 


TRAFFIC V7OMTOKS FJVEJ>. 
Two traffic violators were fined SI 


"Dreco Has Done 
The Work for Me" 


It Full of EnrrKy and Vitjilily Since 


He Gels (iood Hlfv-p FVPI-V 


HARDING TO SPEAK 


| TO LEGISLATORS 


i May Reply to Cox Attacks in 


j 
Thursday's Address 


I 
MARION-- (By I'niied Press)--- 


The litKh lipht of Senator 
front porch campaign this 
tho address to members and for.ner 
members of the Ohio C.onor.il As- 
sembly Thursvltsy. It is expocU'd to 
deal with major issues anil n.r.y he 
a reply to tho attacks of Om-err.or 
fox. 


Harding has said nothing ivsurd- 


ing tho IcuRut-t of nations since the 
iH-cepUiiii'O speech of CON, anil may 
answer 
on 
Thursday. 
The 
I.Uc.st 


charges that 
"a senatorial riuj; 
is 


trying to 
capture 
control 
of 
the 


presidency thru Harding" may also 
come in for an indirect answer, al- 
tho Harding is not. ex pert od to make 
any open reply to this particular at- 
tack. 


Wednesday 
Harding 
receives a 


delegation of the American Society 
of Indians, representiiiR 
'-;"> tribes, 


and on the same day niseis the Mar- 
ion Lumbermen's 
Association 
at u 


picnic in Lincoln Tart. 


Harding 
Is obviously conserving 


his fire in the campaign and is de- 
liberately letting: Governor Cox shoot 
away, hoping that RB the campaign 
nears its crisis in the fall, his Dem- 
ocratic opponent will have exhausted 
his ammunition, 
leaving Harding 


free to throw 
off his 
reserve nnd 


blast away to a big finish. 


U, S, WILL SELL 


2,300SKIPS 


Long Time Payments to be Se- 


cured by Vessels' Earnings 


WASHINGTON.— ( Dy 
Associated 


Press).—Terms on which the ship- 
ping: board fleet of more (ban -'.'. 
steel vessels approximately fi,000,000 
deadweight tons is to lw sold to pri- 
vate interests under the new mer- 
chant marine act were announced Io 
day by Chairman Benson. 


Bids for the vessels will be en- 


tertained as they stand. Ihe chair- 
man said, at minimum 
prices of 


$li:.0 a. deadweight ton for coal bur- 
ners and $170 a deadweight ton for 
oil burners built on the Great l^-ikes 
to $175 for coal burners and $lS. 
r> 


for oil burning vessels of ovor 30,000 
deadweight tons. 


Terms of sale call for ten percent 


of the purchase price* In cash upon 
delivery, installments 
of five 
p«r 


cent in six', twelve, 
eighteen 
and 


twenty-four months thereafter 
nnd 


the retraining: 70 re'"' cent, in equal 
semi-annual 
installments 
over 
a 


period ot ten years. 


Deferred payments arc to 
curry 


'ive per cent interest. 


LIMA DISTRICT 
NEWS IN BRIEF 


KM DA—— A company has been or- 


ganized liore (o !m known as 
The 


Kalida Oil S- lias I'o., w i t h the fol- 
lowing officers: I'res.. A. (',. Verhoff, 
Vice, I'res., ('. IO. Simon. Secretary. 
BonKiimn. Troas., 
('. 
('. 
Borinun. 


,. ;. I Directors: S. 0. Hc-nsel. I'.l 
K, IS 
Hubert 
Sil'.iih. Harney Ven 


F. K. Swank. 


* 
V 
• 


COHMIH'S CUm K—111- 


Sit tu° I \Verline, .''."> 


il—Mrs. 


ST. .M.\mS — St. M:irys-l|' fann- 


i rs w i t h respeel to "iMoperativi< li\v 
si.oc"k shipinotits." organ izod by elecl- 
ins Charl«',s \V. Harrington itresiiieni : 
l.afo llaeselier. vii-c president; 
F,l- 


mer naninioyer. st-'t-rotary-troasurer. 
The board of directors com prises X. 
.1. Ilidso. l.afe liaesoker. C. .\ Har- 
rington. \V. Vogel. Kluit'r Pa in uu\v e r . 


» 
* 
* 


l\.\l.ll>.\ — Following; are 
newly 


elcctod officers cif ilio 
yotins 
peo- 


ples' 
societies 
of 
St. 
Micliael'* 


I'h'irch: Young Mens' Society: Presi- 
dent. 
I'lomens 
Sehulte. 
Seoretary 


Alfred Hoffman, 
Treasurer 
Hugti 


Hoffman. 
. Yoiius; Ladies' 
Soi-iely: 


rr<?sfdf'iit, .Mary RriukniNn. Soi'rf-tary 
I'auliun Hnltkamp. Treasurer. Clara 
Huneve. 
* 
• • 


ST. 1M.UIYS — More 
.ilniu 
sixty 


plums of virtue grow 
on 
n small 


Siranch of a tree on 
Thomas 
Mc- 


Houald's premises, N'orlh I'erry-si. 
Tho yield in "the original pat'kaso,'' 
was displayed downtown. 


MONDAY. 'A UG UST 
1 ft. 


TONZMTIS 


Tin? story of Charles 
Ponzi and 


his inillions of wealth accumulated 
within :i few weeks, is as interesting 
as Aladdin and Ills lnni|>. Thou.sand'i 
of believers invested money 
-with 


him iiiioti (lie streiieth of Ins jirom- 
ise of "Kit'tv per cent profit in fortv- 
live days," u i t i i o u t the slightest Idea 
of how siieli wonderful profits could 


"Something: for nothing" has n!- 


ways had 
an 
: 
v.I! ract ien 
f<->r many 


persons. 
The 
'rouble is t h a t tho 


thins one <;<'ts for iiothins is usual- 
ly only worth thai much. 


Sati'ty is (lie 
Important 
tiling. 


Keep your money at. hottm and know 


i ins. 
POD'I In-- 
i-arrii'd 
a way 
hy 


•-lowin- 
promises 
of 
Impossible 


MUIIKS. 
place your money in 
an 


I n s m u t j t i i i like the 
Alleii Bounty 


Savings and Loan Company. 
You 


live per ITU! inierest an.| 
for a certainty that your 
•tfe and sure. 
adv. 


KAIJU.A — Pioneer Day 


he celebrated here Sept. -1. 


wil! 
ho 


Dayton 
Prisoner 
Must 
Face 


Charge of Forgery 


John 
R. Kernnu. nil PR or! 
forcer 


who for the l.iRt. several weeks h;is' 
hiH'ii confini'il iit (lie Lima st;ile hos- 
pital, 
will lir> retiirnod to 
Daylon 


this wpek to face a olmrsn of fnrp- 
ery. 
Physicians nt. the hospital who 


have been closely studying him sinrn 
his rotnmittc'nient hero, hnvo failed 
to find nfly traces of insanity 
and 


Deduction 


for depreciation 
is allowed at. 
the 


rate of six per cent, for the second 
year of the vessel's HKO and five per- 
cent for each succeeding year up tr> 
the date of purchase. 


The purchaser of ships will be re- 


quired to deposit all 
revenues 
de- 


rived from their operation in super- 
vised accounts from which tho 
de- 


ferred installments aro to he paid. 
After payment 
of currcnl 
inflltill- 


nents purchasers arc permitted 
to 


take from the proceedK of 
opera- 


tion an amount not 
exceeding J r. 


per cent of paid-up Installments as 
i dividend on the Investment. 
On 


payment of half of 
tho purchase 


price of a. vessel, Ihe l.-ryer will ho 
re<|uired to execute a preferred mort- 
gage to the Khippint; hoard by which 
.lie vessel will he releahcd from HIP, 
supervision and control of Ihe board. 


ST. M.-tKVS—1. R. 
KIH*. 


rural mail carrier in 
for twenty years in charge 
of 
:s rural route mimher one. 


notified Dayton police officials. 


Fenian 
was 
arrested 
several 


forst j months 
ago 
i n . B u r r n l o 
on 
four 


charges of forgery, after hR hn.-l fled 
from 
Dayton in com puny 
w i t h 
a 
has 


been assigned to routo three to take 
the place of retiring carrier Thos, 
V. Slife. 
Kills is n 
Spanish 
Wai 


veteran 
wit.h a record 
of 
active 


service 
in 
the 
Philippines 
nnd 


marched also with tho allied troops 
to Pr-kiri during the Boxer rebellion. 


w 
* 
* 


family 


reunion, .Bluffton, AUK. 22. 


I'HONH 
KMIMXTVES OKT JIAISK 


CINCINNATI — Increases In pay 


for the 2f>00 employes ot the Cin- 
cinnati nnd 
Suburban 
Bell Tele- 


phone Company. 
Including: opera- 


tors, 
linemen and 
others, 
were 


granted hy tho company. 
Tho pay 


ot beginners is advanced from $4-" 
to 
$60 a month during 
the first 


month ut school and tho next, two 
months at tho exchanpe. 
Thn now 


schedule 
Increases 
tho maximum 


pay from $72 nnd $76 to $88. 


PHYSICIAN CJIVKS HAIL 


TOLEDO 
— Dr. J. H. Spicer. n 


Toledo physician. Is at liberty un- 
der $2,000 bail following his arrest 


i a c.hrtrKP of performing an 
.1- 


..,Kal operation which is alleged Io 
have caused the deain of -Mrs. Ida 
Kcliaffe.r. 


ixcept aa to maintaining 
md route. 


its berth 


nnd 
Sl^mncb 


two opponent? combined and \vhHi 
served 
to land Senator 
Berry in 


charges of parking in safety zones. : 
They 
gave their names as G. 


Dizost.<s Fully. 


the winning 
column, as 
W. 
A, { Stevenson. 
58. 
Westminster 


barker of Van Wert-rn was in tho! Ben Stemen, 2S, Elida. 
load 
without the 
Allen-co 
vote, 


and 
< 


Kent W. Hughes. 
unopposed 
f o r j 


Supreme court judge 
was 
given! 


;:004 votes in Allen-co. 
j 


The facts thess figures ?'no«- rPr- j 


tainly sppak well for thn loyalty of j 
Allen-co people to home Candida!"" • 
in the race for congress and stat 
cnate. 


Don't Go From 
Bad to Worse 


ijr 
Improvement, 
in 
I/nc"tl 


SiiM'p He Took I>rcrf», Ibe 
Jioot, nnd Herli Unncdy. 


Mtin 


PI.KA CHANGKO—1'T.VED. 


Harry Hart, colored, 315 N. o,n- 


ral-ave, arrested on a charge of 
•onducting a disorderly house. chaiiK- 
d his plea to guilty when arraigned 


in criminal court Monday morning 
and was given a fine of $.10, and a 
30 day sentence in the Toledo work- 
house 
by Judge Eninictt Jackson. 


The workhouse sentence was 
BUR- 


pnnded on condition that Hart leave 
the city. Hart's -wife is now serving 
H sentence in the workhouse on 
n 


similar charge. 


FOUR MEN ARE FINED 


FOR BEING INTOXICATED 


Carl Phillips, 31. llbS Forest-avu 


l.-nows more about politics and pol-l Tvas fined ?25 and given a 30 »'ay 
it.icians perhaps than any other 
in 


his 
!- calling in the sljle. 


fidence in himself that 
isn't altogether 
certain 


frcqiiPntly makPs P muss of his ob- 
Kervalion? thp RUHIC as do the lesser 
fry 
who attempt to keep close 
in 


toin-h 
with all the angles 
of thfi 


political game, 
.lim isn't a "-'ictim 


of honk-worm and he has such con- 


when 
nc 


and 
his 


"pipe line" or his "morgue" fail to 
afford him the information he needs 
to 
round H statement . he simply 


haza.rcls a Ruffs at it and trusts •<) 
Faulkner 
luck io SPB him 
safely 


thru. 


In hip Sunday observations, .lim 


treats the Fourth district, situation 
from a new anslp. 
vauikner s'ates 


that. Ihe rpal energizing 
cause of 


the selection of both congressional 
candidates 
from Allen-co was the 


pirong demand 
of the rii.izens 
of 


Lima for 
a new Federal building. 


"Henco." Jeemsey writes, "the -U- 
li=n county Democrats all voted for 
the rpnomination 
of Congressman 


Ken F. Welty for a third term and 
al! the Allen Republicans for Pros- 
ecuting Attorney 
'Johnnie' 
Cable 


for 
a first term, if any. 
And 
It 


seems a cinch for the new post of- 
fice for Lima." 


It. is right and proper 
to agree 


with J. W. F. 
that 
Lima people 


want a new Federal buildin/r. Con- 


gressman Welly has the way clear- 
Jffd for getting it, too, as during tho 


next term ot congress he will lit: in 
position, 
as a ranking member, t.) 


Ret favorable action 
on the need. 


are registered at the 
police: seasc 
TheV weaken—slow- 
as J. H.'Vogelsang. 29. catho-: v. 0' w i l l fee] rtuii. irritable, 


Thn plan of advertising the nnw 


mf'-dicine Drot-o is so open and aijove 
hoard and shows Buch 
honrsiy 
of 


purpose on thr 
part of Ihe ownprs. 


it is small wonder that pwo has 


JKpruns: into such 
popular 
favor 


! rv^rywl-ppfi it. is 
introduced. 
You 
| frof]iifntly read t,h<3 
testimonial's 


printed hy m'-dinino companies from 
ppr.=ons living in distant cities but 
with Drero we print the testimonial* 
'from persons rosidinp; close 
t>y— 


{ m a n y risht. hpre in the rity, .civing 
j i h o i r street, address, so if every word 
}.»-ou r<^ar.i about Dreoo WKS nr.-i !rti", 


i wo would soon bfi rrxposed. Hfrc; 
is | 


Mine of the recent statements received | 


Colds nnd crips 
leave 
thonsancls ; from a responsible home town m a n . , 


v i t h weak kidnevs and ar.hinc backs. \ He is Mr. Oakley Hoover who is a! 
' ' ' 
n. K. 


germ 
(II-j". Shops at Limy, O., 
and 
says— 


I'-up Then ' "I'reco bas surely done me a lot of 


or nerv- i Roofl, 
My liver is active a^ain so 


and will have headaehes. diz-.i- . t h a t T '1(J!1'1 hav<^ lllat- tir(-ri- '^'o^:-. 


suspended sentenre in the 
Toledo 


workhouse by Judge Emmet t Jack- 
son in criminal court Monday morn- 
ing after pleading guilty to a charge 
of drunkenness. 
Fifteen dollars of 


the fine was suspended. 


Three other men were given fines The kidneys have to do most of the j repairer on Air Brakes in 


of $10 each on drunkenness charge.. (vf>r\f 
Of fighting off any 


They 
station 
lie cemetery. Floyd Duff. 24, 
Holly-st 
and Roy Bell. 
2-",. 
HS.r. 


Rice-ave. 


ASK FOR and GET 
Horlick's 
The Original 


Malted Milk 


for Infanta mud Invalids 


Avoid Imitations and Substitute* 


AT HOMB 


I>ll. FOUSTKH ROBINSON 


you tip woman, whom )if> is aliped to 
have promised to marry. 


Officials at. th«>. hospital nay that. 


Fcrnau recently was one of the rinc 
leaders 
in a plan ot a number 
of 


prisoners to esoapo from tho 
local 


institution but wns discovered 
IIP- 


foro tho plnn could bo carried thru. 


'""""•*"*' -~'~-*- 
. - - T _ — .-.. 
n-» 
, 
-_,_- _ n-L-... — 
, 
.^ 


Gramm-Bernstein 


Stock Attracts 


Lima Investors 


Business Men Subscribing For 


New Issue of Motor 


Truck Co. 


Lima 
Boosters aro invest/rig 
In 


Gramni-BeniKloin Stock and are out 
urKiUK their friends In buy some of 
it. 


HOND IS 


A. C. Barker. 25. Al<ron, arrested 


Saturday night at Main nnd Wayne- 
sts OH a. charge of heliiK disorderly 
by fightinR, forfoiled a $1G bond hy 
non-nppearanc:e 
I" criminal 
court. 


Monday morning. Thn otln-r men Riv- 
ing their names as Fred Wilson and 
Georgo Killian wero releanod. 


They con idor It one of HIP host 


proportions 
that IUIH coiuo up 
in 


this town. 
Tim stock him paid lilj; 


dividends, 
uvorsiKinK over 
'•!•! 
prr 


cont on th« common Hharos annually 
in the last I'ivn yours, 
.hint now a 
| dividend of HO jmr cont in Ht.ock WHS 


paiu to Block holders of i-ocor<l Juno 
30, I f t ^ H . 
KXI'ANHIOX <)!•' I'KAXT 


Lima 
Bu.sluoHH men who 
invest 


thc"jr money to got gone! rot urns con- 
fildcir tlm Crnmm'ltarnslcln not on- 
ly tho nioKt iiriifitnbli! fxRiin offcri'cl 
to tho folks In Limn, but regard (lio 


mighty 
^ row til 


FOR YOU 


MEN 
WOMEN 


FIXTrtA 


jin.in) TO jiO.on 


A MONTH A N 1 > MORM. 


ThniiM'ui'lf ut ili'ii nnd Womnn i" 
PV.-I-V Btii'Ucm or 1U-, aro puttlnc 
nv.-jiy Hiilisiantliil 
nmouiil.t cvnry 


month UiroiiKli I'"" "»f "f a nlnii 
t h a t 
llHH 
l I l R f'tKlfJl'Hfl.l'Mlt fit 
till! 


liiKhost jiutlioritic:'. 
\Vc enai-ant4>e «»C:C'-«K If our In- 
Ktni'-tli'iiH «rc i-iirrrlfl 'nil. 
I in not miss this oiiimrtiii'" >' "a 
it miiy i... HIP stpppltift «!0'i<! to 
ynjr 
fDlii". 
wnirrrf-s 
anil 
Inclr- 


'nll's' ii'l'i'n Hint j i u t w mr.noy Int" 
vour iii)i-U(it.s will COB!, you only « 
i i t t l i ' 
UmuKlil 'iiid !-omi> or vour 


Minrn 'inn1 1"" -N'nT ONK 1K""'" 
LAH OK vrn;n MONT.V. 
ThniisniirtK of ntlipr.s iu-i profitlnK 
-—wliy i">t yiHi? 
S«nd 
Sftr- 
(•> t-over f"»t "i P'p- 


• ...rinp |iriiitln«. tniiillns. '-I''.. '" 
t'lin'fiiH'inforirinLlon :i»(l inxti'ir> 
ii,,,,» ot tli« 
rorniilcl.. 
worklnK 


l''nl"'.«s imtlsfir't. 
n-turii tinckjipn 


w i t h i n r, ,|ayM nci,1 w.- will riifiiiiO 
your money, •.•mil'] t l i l n he falrnr; 


NATION.!!, M').MK J'KOKJTH 


ASSOCIATION 


s»itn lain 


.Vntional ASBOclallun Hiillillns, 2F. 


''.Vn.vi .|.",iv) stiff.!, 
N. V. Oily. 


of the utoclc n 


good hnpi'tiiH for (ho 
of tho town. 


Tho nipit.nl ralHod from this 


will go lowiirds tho expansion of thn 
Oramm-Bcriistoln 
business. 
They 


now 
hnvo fm immial 
capacity 
of 


4800 motor t nicies. 
The. directors 


of Liinu'B great motor truck corpor- 
ation plan to tloublo Iholr output in 


short time. 


ISKi TIIJM.J FOR IJMA 


"Thn onlei-H are there," saici TC. I). 


Milc.hel, I'mwidcnt. of (ho C.ity Bunk. 
"Tlioy could sc'll 
Iwicn 
aa innny 


trucks as I hoy now product). AH iin'.y 
i!i-«d is gnmu-r fttcliiiica. 
Both Mr. 


(ir.'imm nnfl Mr, Jinrnstein nre ;o;ii- 
UHC!J. 
I have known them 
all th«'ir 


livfu. 
They urn turning out a. motor 


truck that in my opinion IB the. bfFt 
In t.lio world. 


"It. 
Is a mighty good thing 
for 


liim;i. 
l.o Hff! (hn Oramm-Horntiloin 


pi an i, pxpanclinn. 
Tho more po.opls 


tlioy finploy and the more busings 
(hoy do t.hn boltCT it is for the town. 
: Wo want to we the plant double ila 
'capacity and 
I »ui sum tho pnopl« 


who buy thn Grarnm-BernBtein Stuck 
will havrs the hf:Rt. r"lnrns for thrir 
mo/if-y.'' 


Mr. 
Mitchell together ivith 
his 


brother. K. T. Mitchell. Has bought. 
2,000 slinrr-n of ihi* (-.Jock for 
T2."i,- 


000.00. 
adv. 


RAIN DOES $100.000 


DAMAGE IN TOLEDO 


TOLEDO.—-Damage from a rerord 


breaking rain storm here on 


i j u r, 
<a M M 
" » ( j j » « ' T - 
» ! • • « « >.«t i . ' . » • — • • .*.,...., 
ness backache, sore joints «nd irreK- ! no-accotint feeling nor dizzy sp-ll*. 
nlarkidnev action. CivB thfi kidneys 1 The pains in my hrnhfi, 
arms 
and 


niilrk help and avoid «erio,,s kidney j '»»* a ™ " " .|s.nj':;1_^-v._^!lla 
1';n. " 


trouble?. 
I'sc Doan's Kidney pj]l=. 


Thfy aro recommended 
th" world 


over. 
Ask your n"iirhbor: 


Follow This Lima 
Mon- 


day morning, 
will 
run 
close 
to Woman'* Example 


51.00,000. it is estimated. 
For a n j 
Mrs J()hn \v. VMII l>"vand»T. 
i ),s 


with inflamination of 
'he 


' and other kidney troubln. 


AT HOME 


DR. KOBSTKR ROBIX.SO.N 


DR. T. R. THOMAS 
MOVKI> TO 81 h l-'L(X>n 
New Citizen Building 


PHOXK MAIN 41M 


acting fine, digosting everything 1 
eat. without, causing castritin, p;iins 
or iineasinesR. 
I 
sleep 
all 
night 


long and awake refreshed and 
full 


nf onergy. 
.N"o mfii.ifine ever helped 


in", likp prer.n hna and for that r^a- 
son I recommend it. to others. 


Dreco is Ihe pure l i r j u i d extract nt 


many different 
mots, liprhs. h«rk-. 


and leaves, which art on the v i t a l 
organs of the h u m a n body. 
Aftr-r 


""r^ mv°ha,-u M'"- »<•"<•« » is ""''"'^ "1st ""' 


%,. O F X.. 
, 
, '* ".,' "i,'i i" 
i Ftomach is Booth"'! and ihn 
ga.is. 
,WJi-,! ">r nearly two week. 
My kidnejs mnrtlUon Himin.-,.^: the liv.r b- 


wind!ar'ted irrp«ularl-v' ' 
lneril 
I>)ansi:T,tnes active, 
relieving 
headaches 
Kidney Pills and the 
pn.ns in my. a n ( 1 
( h a t 
,,„„ 
„,.„,,_„„,. 
f^n,,.,.; 


. hack were relieved. 
Hy the time 
f i tlf>rvps aro q,,j(,,,,,| which 
indices 


i had used the second box my kidneys Uot]iul 
slerp. 
.hf> 
kidneys 
:ir.-: 
| were all ripht. I have enjoyed good j,;trnno.tiiened-" 
appeiiie 
increased. 


I health^since and cive Doan's all the!howfil!, act wi(Il 0.1R>, ;tnf] rci,'ul;:rity 
credit." 
::im] »f,o whole system takes on re- 


j iiewr>d energy, vigor 
and 
vitality, 


i Dreco is harmless, pleasant to take 
ji-iid the effects are (jiiickly felt, 
i 
All good druggists now snll Draco 


ii,nd it IK highly 
recommended 
in 


'Uma 
by Baldwin 
Central 
Dru'-: 


isiQi'e. Cor. Maiu nnd High-id, 
adv. 


hour early on Monday, the city was; x ' Ja'ckscm s, says- "Afier doin? a 
in daj-kness from low. heavy clouds washj,lp 
r cal,phl" cold and suffered 


aiii: in that period three and """ 
" 
. . . . 


half inches of rnin fell. 


The greater damage was done (o 


pavement.';. 
Foundations were 


ened and cellars flooded. 
S 


became clogged. 
Vpr.v little 


accompanied the rainfall. 


bladder 


I had 
a 


DOAN'S 


6O«alall Drug Stores 


RislcrMilburn Co. MI(j.Cl, 


IDEAL-ARCOLA RADIATOR-BOILER 


FEATURES: 


in^ unnecessary. 
assure 
efficient 


1 1. 


1 2. 


Scientific in fuel conservation. 
Compact, attractive and lonfj-lastin.?. 
l.ar^re Fuel Space—makes frequent c-'i 
Vertical Flues—are 
self-cleaning 
;imi 


operation. 


Revolving Grates—enable fire to he cleaned v.ith CJIFC. 
VVaterbacked I'ase—may he ?ct on wooden floor. 
Nickel-plated 
Trimmings 
and 
Graceful 
Lines—^ive 


Heater neat appearance. 


The Spout-shaped Fire Door Opening—cnah'c,, 
fuel fo 


he charged without spilling. 


Sliding- D r a f t l.)Onr—enables perfect regulation of fire. 
Hxtensivc Interior Heating Surface—supplying heat for 


room in which Arcola stands. 


Deep, Snu.t, 
r-fit(i;i^ Ash Can—in> 


l.arr, 
fc Clearance Between 
iSase 


cleaning under Arcola. 


I.e^s arc Cast Solid—cannot be kicked out ;is v/ilh ?fovi: 


—therefore prevents risk of injury or fire. 


jres t:le;i.;iiincs<. 
ami 
Floor — f a c i l i t a t e ^ . 


JONES-KINN ENGINEERING CO. 


HEATING AND PLUMBING CONTRACTORS 


Heating 
System*, 
Boiler*, 
Radiators, j Multiport Vapor System*, Valves, Pipe 


Plans and Estimates for Heating 
j 
Fitting and Sup- 


and Ventilating 
i 
plies 


IDEAL-ARCOLA RADIATOR-BOILERS 


414 N. MAIN ST. 
HIGH 6523 


INEWSPAPERf 
NEWS 
WSPAPER 


""JC". >• 
'i-ffj 


By ma.ll. out of 
of city— one 
year $5. 
By 


carrier 1 6 c 
Mr 


THE LLMA NiiWS 


* " ' 
AND TIMSB-DEMOCRAT 


PUBLJiHEL) EVERY DAY IN 1'Hh NfcWb HIUUHM,, 121 E. HIGH 3TKECT 


«v niE NEWS 1-IIBt.lSUINO COMPANY 


EDITORIAL PAGE—THE LIMA NEWS & TIMES-DEMOCRAT 


ABSENT MINDED 


postoffic* it 
Lima aa «eo- 
onti 
c l a a « 


toaiJ matter. 


LESSONS RADICALS LEARN 


A 


VISIT to Herman v mul a rlose-up of con- 


ditions thf-re \\as snfficiont, <o convince 


Herman G. Hoffman, rnnfohsod radicyl -iiid 
member of a gat-g hrvjd.'d In- one John \Ii x- 
ander, (hat J-JolshoviKni isn't \vh;it it ajipi'md 


to him <o bo and al'tor hr was arrested , y 
Chicago police, Hoffman 
a d m i t t e d 
t h a i 
he 


bad 
been in U«rniany for the purpose of 


spreading J-Solbhcvistic literature and 
c<>nff»r- 


ring with 
members of the allfj^d 
intern i- 


tional radii-al organization. 
He rotuni°»l two 


mouths 
ago. 


Hoffman 
said 
"I'm thru 
w i t l i all ihis 


red stuff. 
When a man has looked o\cr thi; 


conditions 
in 
< i < rt>iany and 
those 
ftjivij*n 


countries at 
first hand and compared iln-iu 


with Hie pood old ['nited States, he's c e r - 
tainly a fool to claim any oilier creed t h a n 
'America. 1'ir.st, Jast and 
all thf 
i i i i i c " and 


from now on I'm an American." 


Tlie experience of Ibis man 
I f o f f i n . j n is 


(iie hiimc Jhat Jia.s come (o many others. Inn 
not all "f them have had (he manhood lo ad- 
mit tha' they were uronp sinrl that 
Holslic- 


\ihiii can ne\er he a substitute lor 
\ui"ij. 


ism. 
|)IM Insures made by if off man 
j n d i c a f " 


that meniberK of the gunp of nidiuilrf 
v.uii 


-which h < > v.as i f l ' i i f i f i e d wf-rc in ^nvenmifi:' 
positions, dunn.s; (he war. 
He slates t h a t on.- 


of them. John I S u r l o n , now in Cermany, h a v - 
ing fled to (hat country afl'-r having been i n - 
dieted v v i l h others on charges of sedition, \\UA 
rmplo.u'cl on a Uuiled rifnles army transpor, 
and aided Iho international hand of radical". 


Those, unhappy radicals of 
t h e Kmnia. 


riolclniiiii (>pe.. uho \\cn- sent hack lo Kussla, 
from v.hence they came, are now mighty 
sorry t h a t they ou!Ia\\ed themselves in the 
United States and \\ouJd be glad of the oppor- 
t u n i t y to rotiini to Ihesf shores and appm-i- 
ate the beiipficont lav,s of this land. 
Sooner 


or later these misguided fol'-H roiiclndc; t h a t 
they lm\.' been 
miHlaken and ar*1 only loo 


glad to gi\o nj) th'-ir un-American activities. 
And in the ineantiiim many others are bitten 
by the radical bug and .^io\\l\ Iml surely learn 
in the great schoo1 of (>.\pericnci' thai there's 
nothing to it. 
Then comes regem-rahon and 


they are then 
what 
I hey should 
hav<> been 


all along—loyal American cili/ens 


o o o o o 


WHY THE PRIMARY SYSTEM? 


Ihnre was ample opportunity for 
fault-find- 


ing, hut after a 'rial of the primary idea for 
several \caiB. it is believed that a gr^at ma- 
jority of tin- people of Ohio are ready and will- 
ing to admit that as a successor to the open 
convent ion, it is a rank failure. 
The 
pro- 


posal to nominate candidates for the presi- 
dency by direct \ote 
has met with a storm of 


opposition 
every time it is suggested. 
The 


expei'loncr1 of nominating m»n for less im- 
porkuit 
offices 
by primary vote has been 


such 
Ibat it is doubtful if tho plan 
will be- 


extended further. 


In addition to its other undesirable 
fea- 


tures, which are numerous, the primary en- 
la il^ a. h"avy and tinnec cbsury expense upon 
the public. 
The delegate convention plan IB 


not perfect, but the primary is k-ss to be de- 
hirr-ii. 
K is "-asoJiable to holiev? that interest 


in politics generally and 
the nomination of 


men for o'Ticc parlicularlv. will less-en contin- 
uously HO long as the 
primary is in vogue 


It. luis b^en tried and found wanting. 


o 
o o o o 


RAT PLAGUE COSTLY 


O.MPIAINT frequently heard from farm- 


is concerning the 
depredations com- 


m i l l e d 
liy 
rats and the 
recitation 
of 
the 


iiM'th-iils employee! by growers of gram 
to 


dcc-iinalf them, renders of interest go\ern- 


I nifiit statistics concerning tin 1 j early cost of 


t h i s omnivorous animal 
They are 
a. pest. 


As carriers of 'I"1 dreadful bubonic plagiir 
ru's ore a menace, but t h a t is only one ionn 


i ol 
tli<'ir cosily ami dangerous depredations. 
Kats feed 
upon all Uindb of vegetable 


and annual matter 
The> dig up newly plant- 


id grain, destroy if while growing and also 
\vheu hi 
l l i < > shock, stack, crib, granary, mill, 


elevator, \\aiehouse, wharf and ship's hold, as 
v.ell as in Ihe gin ant* ft etl (rough. They eat 
f r u i t s , vegetables and 
meats, destroying n.1 


Iho atiino lime bv pollution far more than is 


C 


O.Y 


<•! 


THE SIGHTS 


C^NPUS IS THE DEVICE 


WHICH tHfc PROfeS50f?S WIFE 


HAS IN5YAU1.CD TO STOP HIS 


CONSTANT PKACTlCfi. <>F PUSH- 


ING TH£ 0A3* CAKR/ACt INTO 


YOUR NAME 


FHANCI8 XOWLAN 


V \KlvnONS— 0'KHI.V, 


i |{\( I VI' OKIU1N— Ii-lsf'- 


T 
, i n i t < 


] s c > l l i < I!— V Kiu-n name. 


UK author of I he lyrics of that 
im<o popular 
ditty on "Kelly 


,,o,u the KmeraW Isle" never 


,,i,ncH publicly whether he chose 


, 
lor the hero of his ballad 


bPCc'UF" it fitted the rythm, or fron 
a more (.ubile motive. 
\- A natter of fact, i'"» name was 


s-i/pui*il>"Vimiroi'>>'i'te to the spirit 
,,i this Immoioua jingle of adventure, 
hpi-au^e th-2 given name from which 
Hie Kelly group of family names is 
derived means nothing more or lesa 
than "i-tufe." 
' Thf^e f a m i l y uames, however, ara 
verv a IK lent 
and honorable 
ones, 


,-onims i" th« majority 
ot cases 


Irom the counu y about Wu-Jtlow. 111 
heUnd 
But vith them again we have an- 


other example of the wide ditference 
between the 
ancient and 
modern 


spelling, with a diftereuce in pronun- 
ciation vhich i= much less marked. 
Thp given name from which Kelly, 
0 Kelly are derived 
Is "Coallach." 


which certainly does not look like 
"Kplly," but there 
is really 
little 


rliffrrenre 
in the pronunciation 
of 


ti-f t w o A plight broadening of the 
final "y," \\ith the restoration of tha 
•Vh." which is best described as :i 
-of toned 
or aspirated "k" souii'l 


(=oineivhat similar, but not quite, to 
the Geiman "oh") 
completes 
thfl 


iransfonnation back 
to the ancient 


].i enunciation. The Celtic "c" in al- 
•,\a\s a "k" sound. There aro nioJi- 
rkations. of coursp, 
but nevr-v 
tn 


our modern "s" .->uiui(l. Keely is an. 
Anglicized vefeon of tit0, name. 


*~$&&W>^M>~(><>->M>~^^ 
I 
JUST A GIRL 


JAXE 


ZL'NA ELUDES HER FRIENDS 


disastrous 
fires 
by 


\\iug thru lead pipes 


near i?»s melers or by cutting the insulation 


They t-;inse 
many 


in;i,t('hcH, by gi 


from r-lertric wires to obtain material for 
and by gathering oil soaked rags and other in- 
flammable, material in (heir nests. They flood 
houses by gnawing thru lead water pipes, 
ruin 
artificial 
ponds and 
embankments by 


burrowing and clainag1'' 
foundations, 
floors, 


doors and furnishings of dwellings. 


Ra(s yearly destroy enormous number i 


of eggs and fowls, as well as (he eggs and 
O 


X 13 frequently bears (lie complaint 
I hat , young of song and game birds. They invade 


men 
no lonccr exhibit I lie interest in onv 
^i^,.,,,- .,,,,1 ,,.,,.,,!,,«,,, ^,.~ ..,,,1 ,i,.r.< 
—„,.,.,.:„.. 
men no longer exhibit the interest in our 


political life they really should and us a resu'i. 
thereof, due to the failure of voters to regis- 
ter their will ia primary elections, q u i t e too 
often men of small eal;l»e ar-' pi.ieod in nomi- 
nation and snbseqnenth elected in high un<! 
important, office. 


The 
sorroufii! 
expressions 
< OIK erninj; 


laek of interest 
in aflairs 
political can 
be 


traced, in great, part at least, to UK- fact t h a i 
under the primary system [her" is no oppor- 
t u n i t y for men to gel together in convention 
and consider the relative merits of the aspir- 
a n t s for office. 
Hiisv persons, intent upon 


their 
own 
affairs. 
Ki.ovv 
l i l t ! - - or 
nothing 


about the candidates, tlieir n b i l i l x or l.uk of 
ability, savo and except in cas-.es \shere they 
happen to Know them pv'rsonalK . as residents 
of the same community. 


When 
the primary 
s.vstem came 
i n t o 


vojju" it vKas bailed as tlie one. t i l i n g needed to 
make perfect all political hfj. II has failed. I'n- 
der tho open convention plan of nomination o[ 
candidates there were, abuses and 
like-wise 


stores and \\arehonsos iind destroy groceries 
ol' cvory description, as well as furs, bees, 
silks, e;irpots and leather goods, 
yomo jears 


ago it uas determined by an investigation 
t h a t (lie ilir^ci, annual losses sustained in the 
I'ni'cd Slates by rats were about $200,000,- 


OOH, w i t h additional losses indirectly, due to 


oll<Tt 
on h e a l t h 
and commerce from 
dis- 


eases carried by rats. 
The rodent population 


ol 
Hie 
1'nitod 
States is 
estimated 
at 


1T.">,1100,000. 


AVart~aro on them cannot too prosecuted 


too strenuously and rat-killing bees need to 
be 
encouraged. 
The 
economic mflpnt 
of 


L ' O i ) , ( K » t ) men is diverted yrrtrly to the feeding 


of those rodents. 
II a small fraction of this 


army and the monoy involved could be con- 
con t rat od in a continuous national campaign 
againwt 
UK-.-O pests, a ^ast saving could be 


achicv CM!. 


o 
o 
n 
o 
o 


M).NS L!M.\. 
Our fi icn<!f- :•»'.'. confer n j;i-rnt fn\n? 


lij «lcvi>llnj; from M'mluyj atij nior'i "«isli->ou-wpri»« 
licro" po.^t curds llil« SC.-IMIII. 


£ <?4~<rtt3^<><t<^><r<-><rt-C^^'^^ 


AS YOU LIKE IT 
f 


h!!K HAD .NO HI' VI \. 


There •w.is a. girl In our t o w n , 


Atul -she \x;i* wondrous U I M 


She had no cainuno on hei 
i h 


N'o licll.if'.oniKi pxns 


h»' wiis too \\i-i 
Or Fha\'"* hot 


hf s-ort of losl 


uil l\nr l. 


and 
>>o 


tiic i <icn 


to l 


bin\\-- 
iiiit '!i 


] 
, 
1,. ,,,^ 


V\ . P. A '1 K i l l ' - . 


Knowing us we dn \\l\u\. nn un 


It is for its to bo phntugiapharl. 
feel \oiy sorry for ihr- poor snc 
loaders at Newport ann oilier p 


ABE MARTIN 


i poor dames» ciin'i 
make 
n 


i i i n v o \ v i t l i n u l n r.imorj ;it Iheir el- 
Lrxvs, rlinknu ,ixx.iy I hair exor.v ges- 


iiiijt into ami out ot (heir mai liines. 
; iul into and oi.t ol ilia Mirf. ;ind 
l u l u :i!iil nut of t h e i r summer hollies 
J-nr. Ml lill'lll, is, illhl 
O11B PVpOrilllO 


,i l i t r .uiothei. 


It must ho ;>nnoMiic; not in luve 


a. moMipnt's u s t - io 'i.no lo \vi«,ti 
.1 c.iiiii'i .tin- siniln nil U\e limo. Oi- 
ilin.uj rii'it.r.t, - i n s.io[i out 
<<t 
:i 


(.1X10 


timi lo IliPin. except the qiiver, ninl 
ha oc:>hea lo he Interostfd the Tiioni- 
ouf lie ^ets hii fare 
But •when :i 


sot-iely leader alights fi om her rar 
her :u-t is a ceo m pun fed by .1 fhtiriis 
of <-llrK<i f i o m a battery or rameras. 
Tn fni't. tho-M-> elicits fire so nnii'H a 
:i part of her d.ally 
lifo 
that 
it 


w o u l d n ' t be M i i p i i s i u g if some ona 
tin,if(|ii.'inled w i l h w h a t Is poin^ on 
tn it, lit not tni^tiiKo llie soi'UMy leiid- 
er for .1 itn'ch.iun ,il ti>v, mid dei idts 
f l i n t the i licks \M'ra the sonntl of 
hnr i.iteiniil inetlMnism of :-.pringn 


A M n h i s i M i innn. dgoii 
IO, 
1? \o.irt>, 


\\orkh >ivpr> (lav. 
It Is <i pity som-< 


of t h a \oiuiaer men can't git into 


and no onn \vill IMV juy dluin- th.it h.tlnt. 


;<>VX><^XX^C-^<-<«><-O.<VX-><K «-O<W~XHX-O<-«~>««.i 
HEALTH HINTS FOR TODAY 


\V!1.I,I U! lllt.VDV, .'Vr. I). 


i ' l l l : ATHLETE'S H E A R T 
p.uK tho olhni'_ 1:ii-iil.ir loatuio-, \ \ i m l i 


"Jl 


V. hat's fccromc n' Hi' 
olc 
Mint- 


mother that never went (.' be'l till (!)' 
rholdren nil Rot in? "VVKh nil Hi' Hr- 


WHIitin' him :»•' 1»1- <>' •''' 
ft) hint. I l;cli«if Mc.tdoo 


liov» hern «lnr»eiil," wnid 'Squire, 


1 >i ix me (In n 
thi" 
1 


d i\ \\e ^;i\\ .1 viinnuiK l.iru in w luoll 
.1 Ll'-Kl' Sl'Otlp Of \O1IIIU. IIM'II iKII'llPi- 
U.ltl'll. 
.MlinilK tllfMll 
Ullb OHO, \\ I'll 


b.ll-U 
l ( l \ \ . l l l l Hll1 ht l.lL'l'll Th.. 
\\llO.iO 


nuui iiii'rii iiiMMii'd 
in lb« 
N 
u n i n i t l 


.ili^l Minn* 
iiilii-ulf 
HP 
iiMiiuidoil 


OIK ol' 111' 
1 
old MiMinbo.-tl 
x.alUnic 


I I I .1111 
I I ' 
1 lopt (I .liollK. l.llllIM- 111 111 


i.iii. .ni'l lii-i mo\ouieiitss t ho inln-nl- 
OUH to 
I l l i > 
l-ilMKtl 
llilHlTVt 
1! , TlUll- 


ioimoil tin- 
.ulinn-rttion 
or otic \v Ith 


Kno« ii'iiyi' "t 
iniix lo 
e f t i i i f i i r x . 
I 


promptly oi'rii'd Kooil oihls that tho 
t u n n y vtiniii r uould \\iii in a 
\xalls. 


Kvcryliody covered niy IHM 
oagoi ly 


Tho second t u r n .-irouuil Iho l i ; i ( k it 
WiiM evident t h a t the majority of t hf 
niiuulrh \\frc grltlii); \\nuloil. 
'I hex 


hiuln't 
been 
u i i e l l l K ^ n l l y t riniusd 


Hill 
III} 1'0> " l |ii t i n 
1 hull, miih iopr 


nun «'d 
jiloni; 
.-i^ 
niii-oncc i c d l x , ,i - 


Iho lie \xoio 
hii'olling tn;- 
t i n .ilr 


And 
w lien Ihcy nejned 111. '.,1.1! l.iji, 


Ho .-'Orl of Ktretclu-d out like im unli 1- 
lope. ;ind Mto xx-uy 1 pyllivioil niotiev 
.ironnd them lor UK* ne\t tew inri- 
iites nas posilivply ilolislit f u l 


Thirk nuiHcH'8, hulgy ch«hi«, hu-^i- 


die.st o.\p;ins>ion, in l.irt nil tho .-IH\- 


f 


i lie old 


niun 
mul i ho 
pir'si'iit iiav 


physical ciiltuu!-!^ i h f i i t O i and i ulti- 
v.ite Hliould, he caieiully .ixonled ',iv 
tho aHiloli; or Iho jnnnii 111.111 \\nli 
allxlotir ainlillion. 
\Vlio PXPI- heaid 


of si hlrtcshoxv MroiiK innn or a physi- 
i'.il ciHturo evhihltionihl xx inning :un 
Kind 
of 
iilhlel 
nnte'-IV 
\Vh.il 


ph\sn-,il <-ulluro pnlll(lsla^t 
i\iu \ o u 


iHriilion oif-htinii \x!io ha> never ac- 
cotuph^hed amlhinc; 
o\ti-.iordinnrj 


or 
n o l o w o r t h j 
in 
plixsic.il 
or 


mental I'lrlrt^? 
All hhoxx- and 
all 


Tlie 
athh'tH.ilU 
inclined 
\oulli 


nin^l fir.-a lea in tint personal health 
in inaibpoiis.ibli1. ih.ii 
person;il Jjx- 


Klotio inu-t he studieil and prin'ticeil 
in older to injure poisona) health, 
Ihal tin 1 uiliinili-i! phjhii inii, the tuni- 
ilv jihysiuali. is the authorih to con- 
sult about any u m e i t a i n point, tluit 
lier.Mitiiil i v i i i t y K 
a!».oliupl\ mdi.s- 


piuit-alile 
lor u t h l e i i i - success; 
thin 


tolvu-co in Mire ilenth to any athletic 
;i'iilii(lon, thnt 
t liu nihii'0 
of most 


tuiiners xx ho h.ixe not been expecjjil- 
ly odurnted lor tlunr x\ork is 
and 
unscientific. 


i- ha'l htolfn ;nv;ij fo 
my 
room, 


new hhiiied with aiiothor gu 1, just 


I could 
np- 
Anint-. tlia 


J 


ovt-rj thing I hail, laid 


.1 •> soon 
as 


parked 
up 


mv rhuliPH I'Milv, 
I hen fried to 


,i l i t t l e sleep. But the sight ot Tony 
l)f>liind had 
broiiglit the 
old 
life 


haclv &o stioinjly, ulso the risk 1 run 
in remaining 1:1 Xexv York that I 
iifvi-r rinsed mv ex es, hul liiy plunn- 
tiiK Avhdt 1 sli'Mild do and s.iv 


ticket for Chit-ago. There as 1 lu'd u 
(ouple ot hours to spare, 
I 
drew 


down my veil, a thick 
one, 
and 


stiii-tinl out to fill d, luuch box toi my 
triy. 
1 knew 1 could not afford the 


diiiing car, and I must keep up my 


getj.strength. So 1 scurried, 
about 
tho 


neighborhood 
for 
a 
delicatessen 


had 
shop, and 
some 
sandwiches, 


nun iiinur, or 
t h i n k i n g 
<if 
tlie 


v. linn I had LHPII one of just biich .1 
IHMV of gills as I had 
thit 
iilalit 


xvaltocl upon 
My pillow 
xxus 
wot] 


\v illi tears \xlifn I iot,e anil 
com-! 


mcnced tn d leh^. 
j 


- 1 WHK tihoiuto do 
a 
tlosperathj 


I 
Knew 
!\Irn. 
Rush 
well! 


bv this lime id be siiio nlie i 


xvoiild not 
p.iy me if I left before 


my, month vx as tip. I also Icnew t h a t j 
Tonv llelaud \voult! hpek to see me 
a^Min at nurc 
Ht> would probably I 


lell .lack I'ryor also 


In all llm thrco weeks, I liar] 


in tho house. I inner liuil spokep. to 
Mr. Rn.ih save tn replv to his pood 
iiiornin^ Ki-petlnt; Ho always break- 
la.stfd alone 
I 
^x.ulcil 
until 
I 


lift,ud t h e luitlRi- so into Ihe kitchen, 
then went m tn'Mr. Rush. 


"l")id 
Mis. Rush lell 
you 
last 


n i ; h t - " 1 jisKcii .ifter respoiHlins t o ' 
Ins plfiasant Kreettiig. and asking j 
1C I imalit hpe.ik x v i t h him. 
i 


'"rhiit one of in\' dttiiglitcr's guesit-; j 


spemeil In kiinx 
1." x o u ' Ve"s " 
j 


"1 .'in le.iMiig tlii.i mornins. nnd I 


xx ish to *;o \\iHiout inakniEt anv e \ - j 
I'laiuilipus 
I have heen here three 


xveiM\s ' 
1 \x jiii'd 


"How much \\eio you to hp paid? ' 


lie -xx,is look me kppnlv at me. 


"Kifiv iloll.irs <i month." 
HP look nut his wnliot and jrine, 


me me 
S i n lulls 
f 


'Von Juivp ejjinerl it," 
he 
said' 


\xhfin t told him it xxas 
too 
much ' 


"II li.is been Kind of \ou to hflp out 
.1^ von li'ivr 
1 
1 a m mil blind, >ou 


Fee." 


T than'rfiul him and hurried from 


lhi> room 
1 pot :» 
rjii, 
and 
tlie 


Oliver o.nriied niv t r u n k downstair'', 
f rtavirl lint irnxc it to be sent for 
I \xnnterl to dis.ippe.ir 


Tho cook was xt'Iublc in her sor- 


row at my going 
Somena> it com- 


tditeil mi1. 
My trunk xvas on tlie 


c.-ili. \I'K'.- 
tell in5 
tho 
cnhn-i.in 
to 


wait, I \\ont upstaiib tn Alr=. Rush 


"l am eomp:. Mrs "Rush," l >,nd 


quietly. 


"Your month i^n't up' Vll nnt 


pav >on a eeiit if you leave ms like 
this " 


"f am M»rv s-orry. but ft Is nrc- 


etisary " I turned tn leave the room, 
bill 
Ailene ipmins: in 
h1oik-»il 
nix" 


XV.'V. 


"\Vbero are ;xmi goinj: 'o earlv, 


Zena'' I .-xxaiit J on to briit-h mx hair 


"I'm sorry, hut 
T 
am 
l e a x m ? ' 


Once apnin 1 started 
tp^fird 
the 


stair.1, this time to hear wafted i'l'dr 


"Oidn'l T tell you there was sonic- 


Ihlng mysterious about 
her. 
Xe\t 


time jou'll believe me wlien 1 .-sa\ 
filch thniRS instead of laiiehiiie; at | 
me " 


I smiled to myself I xvss myntpii- 


ons—to her. 


I Tind driven directly to the Xexv j 


Toik Csnlral Station, am! bought 


fruit, and cheeba pocked up for me. 
Then J returned to the station to 
wait until my tram was made up. 


1 did not dare to sit :n 
the 
wo- 


man's waiting, room, ho f 
tpok 
u 


in the i Lilair jii tha rest room. It waa al- 
,.,0!)t UlQ fjret Ulne Jn three 


that J h?fl sat down to rest in the 
daytime. 1 li^'l deliberated over a 
berth to Chicago, but 
decided 
1 


dared not nsk using tne money. 1 
would sit in the v<i> 
coach, 
and 


ratcli what leat 1 might. 


To me Chicago was as unknown 


as was Euiope. But because there 
was no one whom I knew or v. ho 
knew me, l was adventunng gladly. 
My encounter 
xvith Tony 
Lelaud 


had bliovvn mo lio\\ unwise 
it 
was 


to remain wheie I would be in dan- 
ger 
of embai-icihiiia .situations al- 


most contsantly. 


Alter 1 
.some distance out of 


New York. I thought for the first 
time thai i had not told Mrs. Rush 
her husband had paid me. 1 hoped 
she w'ouldn t be angry with him. 


I wondered also if ^ny other fcer- 


vant girl had ever lell her place iti 
quite tho Mime way. 


Tomorrow — Alone in Chir.-igo 
] 


CASTOR 


For Infants and Children 
J 


In Use For Over 3O Yean 
Always bears 


the 


Signature of 


THE LIMA STORAGE 


BATTERY CO. 


YVIUr-AKD SERVICE STATION 
111 \Y. ELM ST. 
MAIN 


WHAT THE STARS 
PREDICT TODAY 


Kneiully stait- Mile Ihis day 
U>ridlng* and ensH^ements 


h*\(\ a hHi'o.v 
atiKury unrtet 


this t-icn. 


AVomen's a^tlvliie? ^111 be 


marked by success while thia 
rule prevails. 


The Pope is \\arneil against. 


forms 
whifh 
threat en 
his 


health. 


Fohtical o.Hiiriidatei will fintl 


extraordinary faxov and enin- 
paigns should he pushed vig- 
orous!* during this month 


persons 
liorn 
toil.iy 
\vitl 


have a succcHsfnl jrar in PU-.I- 


born today will 


nervoiiti and hlKh-strung. 


(Copyright, I'MO) 


•On- 


Watch For Our Ad In 
Tuesday's Evening Paper 


Prices That Will Remind You 


of Olden Times 


Not In Five Years 
Has There Been Such 


Wonderful Inducements 


For Young Folks Going to Housekeeping 


COME VISIT US 


THE 


HOOVER-ROU5H 
CO. 


iNEWSFAFERi 


BBSBSHH! 


. <f 


MONDAY, AUGUST 
THE LIMA NEWS & TIMES-DHMOCRAT 


Thing* Almost Look Natural Again in the Big Leagues-But You Never Can Tell What To-Morrow Wttl Bring. 


WATCHING THE 


SCOREBOARD 


CHANGE 


Triples by Shanks and Rice were 


.'actors iti the Senator's ijctory over 
i he lank? 6 to 4. The Vauks were 
unable tq bunch 
their 
hits 
and 


dropped to third place. 


Chicago hit Leonard hard JUM! 


from Detroit 10 to 0. Risberg drove 
a homer over the left fi»ld fence in 
th« third inuine. 


Clark, a Cleveland rookie, held St. 


Loui* to four hits. 
Cleveland held 


on to first place by winning 5 to 0. 


Zach Wheat threw 
wild 
in the 


J2th inning-, allowing two runners t& 
cross the plate. 
Brooklyn won from 


the PUilliM 6 to 5. 


lurcher, a recent addition to the 


Cardinals, held the Pirates safe and 
won the second game of a double 
header 3 to 2. The Pirates took thei 
first 4 to 3 in 11 Innings. 


QAMEB XOOAT 


Cincinnati at Chica 
New York at Philadelphia. 
Hittsburg at St Louis. 


American t«sg-n» 
Cleveland at New York. 
Detroit at Boston. 


-t.Mocia.aon 
ColumbUB at Kansas City. 
Toledo at Milwaukee. 
Indianapolis at St. Paul. 
Louisville at Minneapolis. 


International Zcagn* 
Toronto at Syracuse. 
Buffalo at Jersey City. 
Rochester at Baltimore. 
Akron at Reading. 


home run with two on in 


Ihe eighth, put the Bra\es out 
in 


front in the first game of a double- 
header. The Braves won out in the 
llth 8 to 7 after the Giants had 
tied the score in the 
ninth- 
The 


Giants evened up by taking the sec- 
ond game 4 to 1. 


Tyler held the Kpds to four hiis 


and Chicaso won & saut-out 1 to 0. 


STANDINGS 


ROBINS GO BACK INTO 


FIRST; WHITE SOX 


PASS YANKS 


I T LOOKS a little more natural this morning, lhat list of standings of 
«• big league teams, but even at that it doesn't mean th»t the hi* nm- 
nins has evea hegun to see a finish. 


The Reds may have dropped back a notch and allowed r.he Brooklyn 


outfit to grab off first again and Cleveland 
Inay have 
slipped another 


f»me ahead of the second outfit in their league, but the racs is just be- 
ginning to get under way. from all indications. 


It was the 
White Sox outfit 
Sunday, that 
won the 
team honors 


They defeated the Detroit Timers, comparatively ea&y picking, foi an ad- 
vance in position that dropped Babe Ruth and company into third place. 


The Yanks were all out of luck when they met the Washington Na- 


tionals Sunday, They bowed before the capital city saug and permitted 
them to hand them a defeat that unquestionably stung. 


ilr. B.-B. Phan, Just at this time of this year, is in a ciuandry. He's 


boasting teams that he feels sure one minute are going to win the pen- 
nant, and the next second he's afraid they're going to be nosed out af 
honors. 


That's just the way it is going this year. 
Cincinnati has been doins 


?. fox trot between first and second, the Cleveland Indians have been 
waging a defensive battle from 
their strong hold and the Giants are 


charging for all they are worth. 


But the team that looks like its got the most ahead of it in the \\ay 


ol spectacular playing is the 
Chicago White Sox 
outfit 
They're a f t e r ] 


first, but itg a hard battle. 
I 


INDIANS LOOK BEST IN AMERICAN 


QUALIFYING EVENTS 


FOR OLYMPICS ON 


AT ANTWERP 


ANTWERP.— The eUbsic Pentathlon M\e te^ts of strength, speed 


and skill which the athletes of aiu-icnt Ui<?eoe thought showed the meas- 
ure of man was attempted today in the 
Olvinp-.c- stadium. 
These testa 


were: 


Hundred metre run. i..'0i) mtu> 11111. iiinnuic bioiid jump-, throwing 


the discus and throw ing tho javelin 


Of all the athletes who entered the- men who madf the bei-t showing 


In all was win, instead of the laurel \\rc.uh of the iuu-ients. tho CUui|P>~ 
gilt model and statuette, and was in have the IK,nor of h a v i n g his name 
inscribed on the tablet of the sta(u*>ito Ohnipu- ilullcncc, olfeit»d bv the 
king of Sweden, which was won m Sun-kliolm in l :u L' bv F R. Bit?, of 
Norway. 


liai'h 
nation was permit tod t< 


I were to be actual councilor;.. 
The 


I designed to cover the competitions 
more fitting to show the measure ot 
a present-day all-around at hie'o 01 
soldier, consists of five <?ntirc']v d i f - 
ferent events: 


Rapid pistol fire at 2!i moires, noil 


metres swimming, swoid tenonm. :i ' 
3.000 metre cross country race 
on 


on (or 
MX. men. of whom only four 


niodoi n IVntaihlon which has bye.i 


iiiiu-^ micht 
loiihidi-r 


Clubs 


Brookljn 
(.muunatl 
New \oik .. 
Fittsburg 
' 
M. Louih 
Boston 
riiilailclpliia 


lTdUor.»l League 


i; Lost Pet 
4S 
.568 


r,H 
4S 


S4 
56 
51 
47 
is 


52 
,~i7 


57 
66 


.582 
.546 
.F,0? 
.4!! 6 


.398 


American Learns 
Won I,ost Pet. 


VO 


tioston 
4:1 
Washington 
47 
Detroit 
4t 


J'hi'adelrilna 
35 


American Association 


Clubs, 
Won Lost Pet. 


40 
42 
I-' 
1, 


"il 
.--S 
51 
67 
75 


.GSti 


.493 
.45S 
.443 
.373 
.315 


St. Paul 
.. 


Turli.mapolis 
Tniedo . . 
Minneapolis 
Milwaukee . 
I ,otji«;-\. n le . 


7S 
6t 


uo 
ns 


Kansas Citj 


rt'ibs 


I oi ill to 


.1,81 
.5o5 
.S",4 


.'HO 


; 
!,-ios 


International League 
Won Jbo^t Pet 


51 
So 
i I 


It's the Cleveland outfit that is 


bidding strongest for honors in the 
American league. 
Their lead is a 


narrow one, but if they work ac- 
cording to dope for the rest of the 
season they'll finish on top. 


They should win half of their re- 


maining games. 
That will be plen- 


ty to assure them the honors unless 
the White Soi or the Indians make 
it about forty straight some 
time 


during the period between now and 
the end of the schedule. 


Nevertheless, they can't afford to 


take any chances. 
Half of the re- 


maining games will be hard enough 
to win if they play the kind of ball 


Jack l)ompv,.\ (lelt) ..;:<! Al 


j 
To tickle a crowd of fipht fajis. Al 
Jolson, 
the 
famous 
black-faca 


that they have been playing during. comedian recentlj put on boxing gloves and entered the ring with Jack 
the past week. 
j Dempsey. 
At first he affected an attitude of cocksuicncss, is 
iho ho 


But 
they will probably 
take 
a, «-ould have no trouble at all in putting Demp.sey to sleep, 
i'ooii. how- 


spurt again this week, with the start i ever, he was calling to the crowd to come up HIU! stive bun from a horrible, Alonea. third, 
that they got Sunday, 


Babe Ruth and company hit 'em 


hard when they took a whole series 
from the Indians, but if the 
Tribe 


survived that they will more than 
likely 
survive anything that 
may 


happen this season. 


The Reds are worrying 
Ohioans 


more than any other team. 


The question is, will they 
kick 


thru with the pennant this year and 
make it an all Ohio Series. 


Cleveland has begun to take 


death at the hands? of the heavyweight champion, 
ROHE REPLACES BLAUVELT AND 


HOLDS ST. MARYS SCORELESS 


WHILE LIMA WINS 


ders for world's series seats already. 


or-j 


FRIDAY THE THIRTEENTH 


HARD LUCK DAY FOR TENNIS 


BY JOK BERNSTKIX 


the score decisively against them at the opening of the - l U . i 


inning, the Independents, replacing Blauvelt, southpaw hurler by, 


l Kobe, port sided recruit, turned the tide and emerged the victor Sunday 
.in the opening game of a series with St ^laiv*. w i t h a (i to 5 score i n ) jr. Hunter, 
j their favor. 
' Kranciaco was distanced, 
finishing 


little Industrial league discovery stepped into Balm-pit's shoes | slxtn- T!le time was l 
r> minutes? 27 


three runs behind the count and held the vibUors to a 


horseback and a 4,000 metro 
i.uv 


arrobb country on foot. 
Tlie compe- 


titions for this arc to UCRIII AUPUM 


The first senji-fitial boat of (ho lurt ! 


metres was won l>y II. F. Vodward 
of England and Scholz and KirKse 
of America, second and tbiul n 
spcctively. 
The 
time was 10 
!-""> ' 


seconds. 


The seiond heat w:is \\oii hv rail- 


dock, 
Amoiiut. with 
Alilvhauo 
of 


Fiame, 
second, 
and 
Jluivlii&nn, 


Tile linio was 11 sec- 


onds flat. 
All tho men named qu.tl- 


ifiod for the finals 
] 


In the t;rst of four heats of t h e ' 


.".Olio nu'tor run, Falk df 
Sncdeu.i 


finished first; H l' 
l i w m , of Knc- 


land second; Hans Kolehmaineii ol 
Finland, 
third and C Furnas, 
of, 


Purdue 
raiver»Uy, 
fouitli 
All I 


qualified 
for 
the 
final. 
Thojmnsj 


Towns,, 
of Canada, was 
distanced 


The 
time 
was 15 minutes 
17 -l-."i 


seconds. 


.In 
I!IP third licvit of 
tlio 
.".000 


mt'ters. Spproni of Halv won l n « i : 
Nnrmi of Finland s>ocond—XV. 
R. 


Soagrove 
of England, 
third 
and 


Lundstrom 
nf Sweden fourth. 
C. 


ol the Olympic club San 


i,i h i o ''.SKI" t b.'l M 


t ; j c l . 


I'.n «.i^ in 


piobniily u i l l 
I 


M-XI -<n ilir n>nU"-u 
'1 h 


!>:jd lit Id ti.- 
1 A i i i ! i ' < , i i i 
(• 


v'c.iuckt m sl-sj nee • uinie 


\\ali.u 
Smith, fhu.DU 


ir 


The 


Friday the thirteenth seems 


have had some effect on the tennis 
tournament after all, for since that 
day, the tournament has advanced 
scaroply at all on its schedule. 
On 


Saturday, only 
one-half 
of 
the 


scheduled matches were played. Due 
to rain of Sunday, the courts are in 
no condition for to-days play and all 
the scheduled matches will have to 
be postponed and 'combined 
-with 


Tuesday's. 


This means that the tournament 


can hardly tfe played off 
hy 
this 


Saturday, as nearly all the phtyara 
who are still in the running of the 
M.I^ICS, are also in the doubles. 


On Monday, at Green's court, L. 


K. Clevenger will play I. W. Green, 
and Fiank 
Cutter 
will 
play 
H. 


j with Lima three runs behind the count and held the MbUors to a singKij ^ Ule bro|ld jlmp (he f,,sl ovcnt 


to Slonecker. These matches have'been' hit for the Ia8t four inmne« °f thp RamP- 
He had the St. Marys' swats- j of Ille pentathlon which <-lassi<- ovont 


postponed from Saturday 
, men eating out of his hand. 


At AVemmer's, to-day, 
Nod 
Sey-j 
From the start of the sixth ID the -^iid 


mour will P'-ay off his --.-neb, with perdents seemed to have gained new lite, for 
onl"one°STto d^deThe wK.^ -th tho exception of the eighth, they scored, putting the wmnuig Ullv 


At the college on Monday, Russel j over the plate after the second out 


Bixel will play 
Bill 
Cunningham.| in <he ninth inning 


l!.., I 
", 


.ilso iiuuiod his log imiM'li - '-,ui - 
m;, out on the ijr.-t.SB, bi:l i-tu. (><.- 1 
1 


W P I I 
t h a i in1 would I'o abli' tn 
t 


IMI K in condition in tune 
' < > 
i i ,11 


I!IP Ol}iiipu 


The Km i i \vnii lhe 
fir; t v!''ur\ r 


-n tin 
i n i i M national tortofcls 
-,,ii'-a 


"\n'Ma 
i'c-1,'b! ihhod 
n 
iiou 
\\oiM 


I I I O.II I! 
I I'O l.lW'lLl 
I l l i C i U * ,ll 
i," 7S 


nn loii. 
Tho Finn.- also tiioli '•ccond, 


tlu.d tind l o n i t h pi-u-i1-. 
The f i l t h 


\ont to ;-n ICriliniiiiin, tho sixth lo .1 
Swodo .mil i!u seventh 
to 
.M 
S 


\iif 
the 
Chie.i;n 


I was the clii^f of the day's proKiam, 


of the rontcnt, the Indc- i Brutus Hamilton, Vniversity oC MIP- 


111 everv frHiup after ilia 


ic A.-S-W 1,1 lion 
Amc, u UIB 


Costello and Voss will ploy Gooding 
and Olmstead and Shanahan 
and 


Cooney will face 
Hauenstem 
and 


W llace. 


On Tuesday at the college, only 


two matches are 
scheduled. 
Bud 


Greenland will ploy M. Thomas, and 
Scheid and Scheld will 
play 
Long 


and Stepleton. 


At, Green's court on Tuesday Liri- 


pincott will play the winner of the 
Cle\enger vs Green match. 


40 
4 ( 
4J 


71 
79 


\ K ! 0!) 
..... 


Reading . . , 
Jersey City 
Km liPitei1 . 
;-} rat.ii'-p . . 


YESTZBBAY'S 
National i*fignie 


'""Iiir-.icro 1' Cincinnati (I 
Brooklja «, PhilaUclplna 5 


( ! J inninss "> 


Boston S", New York 7. 


i First game; It innings ) 


Xt'\v Vorlc 4, Boston 1. 


( Second came. 


Flushing i. St. T^ouls - 


i Kir&t game; 11 jnnln?s ) 


Cl t r 
.. 'I. rt.^*-U.,*._ 
') 
•yL 
J^wwlr, u , . .lvouu. & ... 


(Second game ) 
American Leorue 


i"l^\elaiifl r,; St 
LOUIF 0. 


\Yaslunitioii li; New York 4 
Cluodgo 10: Uetrnlt n 
American AMOClation 


Kansas City i. Toledo S 


i First g;inif. 11! innlncs.) 


Tol<?rir> 7: KansaP Cltv 5. 


iS"(-ond sfame ) 


St 
IV.ul 4; Louisville 2. 


T ir^t same.') 
St 
Paul 5. Louisville 1. 


i Second K*\rie) 
Iiiduinarolib 4; Minneapolis 1 


i First game.) 


Indianapolis U: Minneapoli* " 


< Second game ) 


iljHvnukee 5. Columbus 4. 


( First game 1 
JIili\aukP6 7, Columbus 2. 


(Second 5.1 me ) 
International I.eaifu» 


Toronto *; Syracuse 0 


i First gains 1 
Toronto S: Syracuse 2. 


(hecond earne ) 


Jei .-=ey City 1. Buffalo 0 


(First game.) 
Baltimore S. Rochester 1. 
AKrou 5: Readme 3. 


HOLDINGON 


.(,21 
.1ST 
.1SS 
.•iOl 


TOM GIBBONS MAY BE 


NEXT FOR DEMPSEY 


By H. C. HA.MJMOX 
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OW that Jack. Dempsey 


ting an edge on his gloves 
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OW that Jack Dempsey is put- 


gloves 


and getting ready to knock 


n few aspirants to the world's heavy- 
weight 
championship 
for 
a goal, 


there are cropping up a fe-w well- 
trained boxers who are starting to 
wonder If they would ha\e a chance 
with the Colorado demon. 


And among them Is Tom Gibbons 


Tom is a brother of 
the 
famous 


Aliske. Jess famous because he hasn't 
made so many spectacle fights. Tom 
blurted out as a middleweight, sot 
along pretty well at it, and now has 
graduated into the ranks 
of 
the 


light heavj'weights. 
He has beatea 


Billy Miske, Harry Greb. Clay Turn-j 
er, and all rhe best 
of the 
light' 


heavies who Infest this country. 
{ 


Gibbons, the younger o£ the fight- 


ing brothers, is slowly growing, ind 
he now can probably engineer 
his 


conditioning so that he could enter 
the ring with 
Dempsey 
weighing 


about 175 pounds. 
That 1s fifteen 


pounds lighter than Dempsex's best 
weight, but a few pounds among the 
heavyweightb iiiesn't amount to 
so 


much as it does among the smaller 


(chaps. 
He has a long, 
stabbing 


j left hand that operates in much the 
i same manner that brother Miske's 
! did, bijt he isn't much shucks a» a 
| seeker, rvr that reason he believe.s 
1 that his speed afoot and 
constant 


jabbing will earn him a victory on 
points over 
the 
champion, 
while 


serving to keep that gentleman at 
bay with his sledgehammer blows. 


Tom really wants to meet 
the 


champion, and there are a lot 
of 


. folks arranging things so that a. bid 
i may be made for the fracas some 
I tiin'e during the winter. 
St. Paul 


j QV Minneapolis seems 
the 
logical 


I city for it, since that is the home of 
j the Oibbons brothers. 
j 


! 
Jack Kcarns, 
manager 
of 
the 


bons' weight, is the only bo^er who 
has been able to snrcessfully with- 
stand the champion's punches" since 
Jack became a high light, among 
the heavies. 
Miske, he added, has 


agreed to a third meeting, with con- 
fidence that he. again will be able to 
escape the felling blow. 
Georges 


Carpentier, the European champion, 
over whom such a furore was made 
when he ienched this country. .1! o 
weighs about. 175 pounds He is nor 
too small for the champion. In fact 
many critics have picked him to win 
the 
championship 
from 
Demnsey 


should they e-ver meet. 


Malloy smashed out 
tho 
single 


scored Costello with the win- 
run nnd save Rohc. the substi- 


tute hurler, credit for 
winning 
a 


game. 


Tha n - n l V opened -with Lim.i one 


run behind. Reynolds led 
off 
liut 


failed lo pot aiiMvlicre. HP fliod on! 
to right field 
\Ventz followed witli 


a two base smaMi Hut puue the In- 
ricppndenlR ;> stall. fo-,lollo adv.imeii 
him wilh a single and then M.illov. 
;ifter Martv 
NPII 
had 
filed 
cui. 


smashed the ;ipplp for a hit 
tliat 


scored fostello 
and 
the 
w i n n i n g 


continued. 


Rliop has earned himself a 


deal of fmor in the e>fh of 
fans. 


Tint the honor* of HIP 


i idfdlv t<i Hie Toni'T^tpr 
itis red 
Blanvpll 
TVith 


vcgistRrM of Rl'MivnH br 
\r"r^<;' r-!uirfer< in I'"1 fi- 
ninr- *t inn*-"!* liV" It •"•o 
nn«eihl<» ft" TJnbp tn ""'old 


<\r- 
ilav so 


who 


»p\f>n 


th" 


nH b" ini- 
tho hr>-iv 


l-iftl^r' viqifors 
liftii> rlpluil in 
fil* TTii"lpr "in1 


lint lu> rt>pl|0'1 


IM 


DOWN AGAIN 


__ CINCINNATI 


Ijmibert. Ib ... 
Rousli. if 
Ourican, If 
Kopf. s« 
Jv'eale, rf 
Sicking. s>5-2b .. 
Allen, c 
\Crane 
rtanden, f. 
Kins', p 
•\\-Tlath 
Eller. p 
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<lirnpi't 
"wi11' fiir. 
f>' t onf inn o 
4* 


first inniiij: in the bo\ v hen lie lnl 
Wfii-pr. the third nirfii tn f,ir" him 
Thi<: howe\er, failed 
'o 
stop 
lu^ 


strikeout inn-tnsK? :ind he 
finisher! 


tlif inning hy fanning PicV^v 
Si\ 


times 
he put fhrw stiike-! arrosi 


with tbe battpr unable lo find 
ln-~ 


ddivpriPP 


Costfilo wns second onlv tn Khiv> 


when it came (o stellar plai-nip; tl'- 
«lar centertielder wont to tint 
offi- 


cially, Ji'ft five times and 
out 
of 


those five f l i p s to tho plate lie 
ed IIVP safe binKlps. one of t 
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n j champion, undoubtedly would agree 


1 


to the 
meeting. 
The 
champio;, 


doesn't know what it means to lean 
backward when some one mentions 
a fight. 
He is willing and eager to 


fake on anv of the scrappers who 
believe .they can whip him. 
The 


subject 'of a bout between Gibbons 
and 
Dempsey 
was 
broached 
to 


Kearns a few days ago with tii" re- 
sult that the manager declared Gib- 
bons was afraid to meet the cham- 
pion. 
Toiais 
31 10 27 ifl 
,.w, j,ave offered 
him 
matches. 


for umih^n siii.^ g 7 _. 9 
severai tiroes," Kearns gaid, "and 


'••t 'i'miiT 
. o o o o o o o b o—n j on on* occasion thing n were actual- 
" 
0 0 0 0 2 0 0 8 .\—3 i ]V all set for the battle in Milwau- 
Smiih. 
.- 
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Two-haMj hits- h'sier. 
1'-l'iwr , ^V"!' !;pe, but G bbons declined to eo thru 
Home run- Johnston. Suvriflcwj: UiaD- ' ..i it 
Thor* ar« *. lot of thftKe 
man, \\ ambs.wn.ss. Double nlay-s: O'Neill with It. 
inere are » lot. Ot tnO8« 
•— -'.»-... •<--•— follows who want to have the public 
and \s<tmLis8<ti)ss; Earl Smith. Uedcon 
.uid Ki»ler: Johnston imasMiv.cd. 1-eft on 
liases- «5t. Louis fi. Cleveland 9 Pases 
nn ba.Hi.. Off DAVIS .i. oft Cl-irlc J lilts: 
• Tf IXivis 5 in 7 innlnKs, oft botlioron 
f. in 1 innniK. Hit by pltclie-: Bv CJarV, 
-\niliri .Struck out. By Pa vis. S. by **oin- 
01 on 3, hy daik 
1, M»slns 
pltuliei: 


l»:ivii<. V m pi res- 
Nallln and 
Connolly. 


Tune of s<"n*' 1"I3- 


MOW YOKK—KiiigUUi o( Colum- 


bus sent retiolvitlonB urgln« recogni- 
tion of Irish republic to Secretary of 
.StHie, president of »t>nat» and upcuk- 
cr o£ house of representatives 


believe they will fight the cham- 
pion, but getting them into the ring 
is something else. 
Tf Gibbons or 


anyone else believes the. champion 
won't fight them, all that is neces- 
sary is to try to make a match. We 
will siM If tho money for Dcmppe.yN 
services is there.'1 


Kearnn pointed out 
thai 
there 


would not be such a great disparity 
In the weight of the boxers should 
the match be mad«. 
H« recalled 


that Billy Miske, who Is about GI5-: 


To'aH 
iDunian out. lilt i>y Ivatted 
Innmps 
I J . i 1 ^ 6 7 ^ 1 * 


C'liioinnati 
O n o 0 0 o n o n—n 


Ciuc.iRO 
0 0 0 0 0 1 0 0 \—1 
Stolen bas>es: Paskert 
2. 
Sacanfic<- 
hits- Merlde. Rath 
Double plav Kopf 
to Paubcrt. Jj«ft on bases, dnctnnili 
6; Chioaso 7. Bases on balls- Off Tyler 
t; nff Uins 2 Hits. Off n\ns 7 in 7 
innin^o. olf Ell«r, none in 1 Innlnij. Hit 
by pitcher- By Ring (RoberUon) Stmtk 
out. TCy Tyler .: by Ring 1: bv Idler 1 
Passed ball: Allen Losing pltrtifi. HiriR. 
Umpires- O'Day end Qui«?lev Time I 45. 
WORLD"^SERIES 


TICKETS ON 


SALE 


\VORIJ> SKR1BS SPT .. .^ 


CUuVELAND.—Mail 
applications 


for world series tickets will be re- 
ceived by the Cleveland American 
League baseball team starting Mon- 
day, officials of the club announced. 
They said, the prersurc for reserva- 
tions was too etrong to be resisted 
further. 


No cash or checks will ho accep- 


ted with the applications. 
The club 


does not desire to handle the actual 
money until tho pennant is clinched. 


Duu to the comparatively 
small 


size of the park, ofiicfala decided to 
limit each applicant to two ticketa. 
,\"o ticket* will be sold firms or corn- 
panics. 


The camp proved that St Man1-1 


1 has a capable learn. 
Their 
fiKht 


f ' coupled with 
thoir h i t t i n g abilif. 


f[ | speaks well for the ipmmninc; foip 
o | tames of tlu- serips 
In 
-.f-Hinp:. 


' i t h e y are Kood. altho rfftor tbf 
f i f t h 


inninR, when the.v were unablf tn 
touch Kobe's dehvcrips. they !)»- 
mmfi reckless find fne frrnr-i wrr 
chalked up aSiUn^t them 


Dickev pulled the honor 
of 
ih" 


Rams when the heaved a throw from 
home to second with a man on thii'l 
m an elfort to stop Vjgan from hte.il- 
ing. 
The heave went directly to 


Ivishler, but it w-<* pos.siblo bocaii'-e 
of the wet ground, — anyway Kit.hlfi 
muffed the throw, and the man on 
third for the Independents scorc-il 


The game was ployed on a sogp.v 


field, but despite that it was a good 
contest. 
The visitors, 
after 
the.- 


found that they \veie unable to touch 
Rohc. demanded that -the Kamo, be 
tailed because a 
light 
rain 
had 


started 
The 
Lima 
managcjr"nt, 


however, refufed, 
and 
the 
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sourj -was first, with a jump ol jli.Sii 


, metera; J^ehtonen of Finland second 


-with ti S5 rneteis; Kveictt L llr.id- 


I ley. Universitv of Kans.u?vthml. li (il 
: motors; "Lortencn of Finland fourth. 


f! li!) 
motors; 
llobcrt 
LCKPIH! <>l 


Georgetown 
University f i f t h , 
(i ~i'< 


! meters and Gyllcustelpe of S\\i»don 
' sixth, fi.415 ineloi-B. 


In the Boi-oiid beat of (lie 
r,,(H)li 


nipler evfint C'. K. Bleuilt of KiiKUind 


i was find; Jvan c!;inipanl)oiil i)f DP!- 


" Kium second; H. II. Lljonn. Bobton 


A. 
A , 
t h i r d , anil 
Jicrtstroin 
ol 


Sttprlrli fourth. 
Tjilif J-'! niliiiilfs J'l 
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Vo i o 'l " 'l » :-(! 
>»eiiu KM t.in T'os-j 


Tot 
11 


Si 
M.II \ , 


him,i . 


Tuo-b.thP liil.^ 


Ifllo, U cntz 
V\ • 1 


Sunrl/. to rii'klr 
I! i H I l i i i . - 
I I I I 1 


iiolri--. 
Iliouil, 


L'H k-i 
r:n .c^ on li.ill' 
Oil 


nff 
Mil in pll 
^ 
o i l [!o|i(. 
luinp. Slrn 


Robert iiiinne of (ho 
( i n v f ' i f " ( \ 


of 
Michigan, finished 
w e l l 
ilown 


.iinoiiK the ninetcrn enlranln In t h e 
PciilBihlnn brnud juniii, \villi ,1 . i n i n j i j 
ot 
6.5S5 inclpih. 
T'JTP vveie 
n o t 


Can.idiiin enti.mls. 
I 


In Mils imcieiii tipiil.illilon con|eRl| 


t h p vii lor in eacli event H netd/eil 
w i t h one point, HIP souind w i t h t w o 
iimnis lhe Lhnd w i t h thief .m<l PO on 
dnnn lhe lino. 
The Irusl 
nuinlier 


of point"!, I Merefnri' ilcloi niineK jhi' 
\vinnoi . 
'll l h f l I n u r t h he,it of tin- 
r.jMMl 


meteis Gulilcnmnt ol J'Ymice finish- 


:-invivrd (lip i-<'\pn h'Mts and a win 
'<u- Mic Anici iidiis in tins ovont is 


' ;i . u i c d 
iJcBcli ho:ii Cioorvrs Andro, 


the \('toi:,u 
!•"i ouch 
runner, 
by a 


SMMIII niiitgtn. alter a thrilling race. 


Tin l'"in chniiin lod over tho last 


l i u i d l . hut fir- American broke (he 
tape tit si. 
Lnoinis took liis 
nice 


I nun t';irl ('hristenscn, the Swsde by 
.1 >JK! 
'I'ho tiitif for both Desch- 


HlllI I.DOIUIS V\113 ,o5 "-5. 


Aiivi-irii, 
I ion mark, Italy, 
Groat 


K l i M l l i f i l l f i r'l-HIH-e (|U.lilfiOd for flll- 
.il.s 111 l i i i f i i i K 
Tweho qualified for 


I he iin.iN in I liu lil^h 
lump—four 


A i n c i n ji -1. lour s \cUoi, two Kreuch- 
nn 11. I no 


' f U I l f . v 
I 


^ 
p l t i liml 


» 
K 


ball"! 


lo 


T!c\- 
hnll 


'•• ' ed flisl; Bnchmun of S\VI 
J(|PII nerond. 


ut 
Hv Bn>tv" 4; hv B l n i i t p l t ". liv Hohn 
II'I'IM" 
M l l l l l O I lall'l 
IIKl l"»-,g»tl' 


Iv.iu ('. IJinshor, New V'oik A 
( ' , [ 


I h n d . nnil Xii-linls ol ICiiRlaud f o i n l h 
lOdwaid 
I.IIVIIPIIIP ill 
C.in.iilM, 
u . t s i •• 


rtlhlHTKOd 
TliP tmif \\rrn 1". miniilc ; I |jj 


:\',\ Roconds 
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INDUSTRIALS 
TO 


MEET 


I J' lo v i i i > n \ i - i i l a l IK;, wi! 


nn oi lonkht i,l (In- Y 
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A. In dl.rii'.- 
f i i r t l i i ' i phi'i'i foi 


•he 
t i . i i I. iind fn Id 111, 
> i 'o h 


In Id on hal'ui da> 


r'l-sulonl < . t i l o i i i iii^os t h a i 


nil nicmb'is bo in a t t p i u l u i u o 
bn,iu-i-> i i n i i o i i i n i i matters v.iil 
bo l.ilii 'i ii|i .,( I h r mod mi;. 


Ii 
i= 
.' i.i diiU'd 
to 
,4art 


;il0.ll|'ll., 
r r f 
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KOLXO, Poland — So\iot Rn-s 


w i l l seek 
alliance 
with 
Germany, 


fight Franca and if gncrebsful under 
take conqufist of England and Am nr- 
ica, Bolshevik -TfTicialK stated. 


DR. W. U NEVILIjE 


has removed his officft from Holland 
Block lo 8th 
floor 
New 
Tiiuen's 


Bldg. 


NOW OPENED 


The Harrod 
House Barber 


Shop 


Chas. J. Baum, Prop. 


Atlantic City 


Saturday Noon 


PETEY BOY! 


Just a night flash by fast mail to uncork 


you a real fuss-stirring idea that has five 
aces shaded! 


Now, bolt this down:—no two people, 


unless they run a circus or write encyclo- 
pedias, ever agree offhand on which is a 
camel and which is a dromedary when you 
line the two up and check off one hump on 
one and two humps on the other. 
You 


can't do it with the sun shining! 


Spill this "hump" ,uestion first time 


you're in a bunch of live ones—if you 
want to see fur fly! Never heard such a 
wind-jamming squall in my life as tonight 
when I passed it to our crowd! You know 
Betty Ellen Jones. Well, she said a drome- 
dary was a he-camel hunting a date in 
the desert! And, Betty's "Vassar, '20"— 
rah, rah! All right, Betty! 


AH you've got to do is dig out your deck 


of Camel cigarettes. That "bird" out front 
clinches the argument—apparently—but! 


In the classic language of bigger business 


circles—"you tell 'em Cricket, Kary did!" 


Report your luck quick. Try it on old 


Jig Jones! And listen, Peter. I'll shortly 
slip you some smoke news that'll make 
Jake's ideas rattle like a tin can tied to a 
to wser dog's tail! S 'Jong ! 


Yours for warm socks 


next winter! 
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THE ROOM WITH THE TASELS 


•*****«4»fr<By CAROLVS 


THE STORY OF THE HOUSE 


From their nearby rooms IT. and, furniture o' nights." 


Norm* rush»d to Vernle's room. 


The citid was huddled benemth 


the b«t elothet and at their entrance 
shot her heed out, crying wildly, 
yuatry Mfifltt irnflff nflflff xzftfl nx 
"Look! look! the old candlestick!" 


Mllly came manlnr, in dressing- 


gown and slippers, «nd from distant 
region* came the TOicet of the men. 


"What'* the matter?" aekod <Mf- 


fc*4 Brace. 
"Wasn't that Veraie's 


TOlCfcT" . 


- 
"Yw, Uncle Gif," Vernie 
called 


ont. 
"Oh, did you do It?'' 


"Do waat?" and in ate aaitily 


doused bath robe, old Mr, Brne* ap- 
peared. 


"Why," and Vernie was calm 


now, "there's that old candlestick. 
the one the—the murderer used— 
on ay dresner! Last night I had a 
little china one!" 


"What ar* you talking about—a< 
murderer! Wak« up, child!" 


"I'm not asleep. But I se«, now. 


'Yon had this old one, Uncle Git, 
and, you know you tald you were 
going to fool u» it you could, and »o 
you sneaked it in here to 
pretend, 


the haunt did it!" 
! 


"What! 
What nonsense! 
I did 


nothing ot the sort!" 


"Who did, then? 
Ton know you 


had this one last night.'' 
"I certainly did. Wonder what's j night before, 


in my room now." 
I art. 


"Yes," agreed Norma, "I'm crazy 


to he»r the story. 
Where's Mr. 


Stebbins, does anybody know?" 


"I'll dig him up," Landon assured 


them. "Where shall we congre- 
gate?" 


"In 
tne drawing room." said 


Milly, "that's the only room I'm not 
afraid of." 


"I'm 
fearfully 
afraid of that:" 


said Tracy, in mock terror. "Those 
rep lambrequins get on. my nerves!" 


"Aren't they awful!" and Nornia 


laughed. "They don't frighten me. 
but they jar my aesthetic* terribly." 


"No," said Elijah Stebbins, firm- 


ly, as tia conclave began, "not in 
that parlour. 
Here, in 
tfc» hall. 


You folks want this houss, you "want 
the story ot this house, now you sit 
here to near it." 


"Very well," «ald Bray«, agree 
ably. "Just as you eay, Mr. Steb- 
bine. Now begin at the beginning 
but dont' drool too long a spell." 


Th« -whole party grouped them- 


selves In the great hall, and for the 
first time began to take in the de- 
tails ot its appointments. 
Tho in 


disrepair as to walls and cornices, 
the lines of its architecture was fine 
and it was of noble proportions; the 
staircase was beautifully planned; 
and the 
wonderful bronze doors, 


which they had not examined the 


were truly works of 


Mr. Bruce ran back to his room 


and returned with the little 
china 


candlestick Vernie had carried 
to 


her 
room the night before. They 


bad certainly been exchanged dur- 
ing the nght. 


Everybody stared 
at 
the two 


candles, so worthless in themselves, 
but so inexplicably transferred, if. 
as he declared, Giftord Bmce had 
not exchanged them. 


"Of course I didn't do it," h« re- 


peated, angrily. 
"I did say. in fun, 


that I meant to trick you, but when 
I saw how nervous and wrought np 
all you women were last night, I 
wouldn't dream 
of 
doing such a 


thing! Why. Vernie. I think too 
much of you, dear, to add to your 
fear or discomfort in any way." 


At last everybody concluded it 


•was the work of some one of their 
number, and there were varying 
opinions as 
to the 
Identity of the 


perpetrator of what must have been 
meant for a joke. 


But at breakfast time the matter 


was discussed very seriously and 
each avowed in all honour that he 
or s-he knew nothing of it. 


"I can speak not only for myself." 


said PrafesEor 
Hardwiek. gravely, 


"but for Mr. Tracy and Mr. Brave 
They would have had to pass mv 
door to move around the halls, and 
I was awake all night, looking and 
listening, and 1 know they did not 
leave their rooms " 


"I speak for myself," said Gifford 


Bruce, haughtily. "I declare on my 
oath that I did not leave my bed. 
Somebody exchanged those candles, 


rot I " 


spoke 
for 
each 


otheV, and rn one. of courset could 
suspect 
TVj me 
or 
Mi'ly. 
And 


ratu«liy, th.e 
two girls. Eve and 


Norma. would not go to Mr Bruce's 
room to play a trick like that. 


"I dot t mind now." said Vernie, 


"wh^n it's all light and cheerful ar<d 
vou're all aroiirrl -me. and the break- 
tast l=i so good and all. I think it's 
the beginning of these 
experiences 


we camr up here to look for. Why 
are \ou ail so suipnsed? 
Because 


I had thfi f"-st rartv" 


Thp nerrv-ejed ~irl •nas 
unfrairl 


now, but Harchrg shook his head 


"I don't like it." he said. "We 


can't investigate if theie's a tricks- 
ter among us 
You 
didn't 
do it 


yourself. di4 \ou. Vernie?" 
"\o. Professor," and the pure 


truthful ga'p of the jrown ejes left 
no room 
for 
disbelief. "Honest. I 


didn't. But." she 
lautrhed mis- 


chievously, 
"if I had. I should say 


I hadn't!" 


"Verme! This won't do! " and 


Eve glared at her "Yon little minx. 
I bplie\e 5011 did do it'" 


"Don't jou look at me like that. 


Eve 
Carnforth* 
Stop it' 
You 


^care me" Vernie fairly 
cowered 


before Eve's basilisk eyes. "I be- 
lieve tou dirt it!" 
'There. thPip. girls." broke in 


Tracv, with Irs gentle smile, "don't 
set to 
hair-pulling' 
If wp're 
all 


finished 
breakfast, let's now hear 


the story of the house, and then we 
can tell if its patron ghost is the 
sort given to exchanging bedroom 
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"The 
old 
Montgomery 
who 


brought 
them 
doors from 
Italy, 


nretty much, built the house be- 
hind 'em," Stebbins volunteered, 
"and them colyums, of course, come 
with 
the 
doors. 
They're 
some 


valu'ble, I'm 
told. You see, the 


dors is the same-outside and in, and 
the colyums is, too. Well, then, he 
had the vestibule of murhoggany, to 
sort o' set off the bronze, I s'pose. 
and the rest of the walls is marble, 
solid old 
Vermont marble, which 


Lord knc>s-s was to be had for the 
pickin" up here." 
"Get along to the story, Steb, 


urged Landon. 
"Yes, sir. Well, the Montgomery 


that built this house—tho, it was 
part built before, he added on to his 
father's house,—well, he was a dare- 
devil and a tyrant. Little mite of a 
man. but full of the old Nick. And. 
as those little men will do, he mar- 
ried a reg'lar Kessian of a woman 
Big, sort o' long and gaunt, they say 
she was, and a termagant for sure! 
She led him a life, and also, he led 
her one. For he was a terror and 
so was> she. What he lacked in size 
he made up in temper, and she had 
both 
Well, heer's the story. 


"He took sick, and she nursed 


him. 
They didn't have trained 


nurses and specialists in them days. 
Now some says, he was jest natural- 
ly took sick and some says, that she 
give him slow poison. But, be that 
as it may, one night, she give him 
prussic 
acid, 
and he 
died. She 


threw a shawl over her head, and 
ran screamin' to the village for the 
doctor. I s'pose remorse got her, 
for she confessed, and said 'I killed 
him' I killed him! At four o'clock 
I killed him!' 
"She went crazy, they say, then 


and there. Well, the doctor he said 
he'd come right away, but she ran 
home first. And he followed's fast's 
he could, and—when he come, here 
was the woman.—and she was a 
washm' the dead man's lips,—she 
said, to get the smell of the bitter' 
ilmonds off,—you know, prussic acin, 
is for all 
the world the 
smell of 


bitter almonds. 
The doctor, he 


found the man was really dead, and 
he was for havin' her arrested, but 
aae was so plumb crazy, he decided 
to take her to an asylum instead. 


"He had to go off to get 
help, 


and he left her,—here alone in this 
house with the body. They was in 
that room," Stebbins pointed to the 
room with the locked door, at the 
right 
of the hall as one 
entered, 


"the room with the tassels, It's call- 
ed." 


"Why is it called that?" broke In 


Eve. whose piercing eyes were fairly 
glittering 
with excitement "what 


sort of tassels?" 


"Great heavy tassels on the cur- 


tains 
and 
lambaquins, 
ma'am— 


want to see it?" 


"Not now," ordained 
Landon. 


"the story first." 


"Well." resumed Stebbins. "they 


was in that 
room, the dead 
hus- 


fland and the live wife, when the doc- 
tor went 
away, and 
because 
he 


knew she was out of her head, he 
locked 'em in. And when he came 
flack—she was sitting1 there, just 
•^•here he'd left 
her, still 
in n 


dazed 
sort o' stupor, 
and—the 


corpse was gone." 


"Gone! 
where?" rasped out the 


Professor. 
"Nobody 
knows. 
Nobody ever 


knew, it had just disappeared from 
off 
the face of the earth. The doc- 


tor and the village folks all agreed 
that it was spirited away. 
"Cause 


that woman,—she couldn't get out 
o' the doors to cart it off, and she 
couldn't 'a' got out of a winder with 
it, without showin' some signs, and 
if she had, what in the world could 
sh? 'a' done with it? 
It 
wasn't 


buried nowhere around, and it she'd 
'a' threw it in 
the lake s'posin 


she'd got out a winder, how'd she 
got in again? Anyhow, that's 
the 


story, and they all said she was a 
witch and she bewitched the body 
away, so's the doctor and sheriff 
wouldn't smell the prufsic acid on u 
and hang her for 
murder. They 


searched and searched 
but they 


couldn't 
find no signs of her hav- 


in' -aven moved outea her chair. She 
sat there like a dead woman her- 
self, when the doctor left her and 
likewise when he come back." 


"The tale is very circumstantial,' 


observed Gifford Bruce, a bit drily. 


"I'm tellin' iit as I've many a 


time heard it sir," said Stebbins, a 
little resentfully. "This here story's 
been common 
talk 
around these 


many years, and I ain't one to add 
to nor take from it." 


"Go on," commanded Landon. 


briefly. 


"They put her away, in a loony- 


tic asylum, and she died in it. They 
never found hide nor hair of the 
dead man, and the place fell to some 
kin that lived down Pennsylvania 
way. They come up hers for a 
while, I b'lieve. but the ha'nt scared 
'em off. It's been sold some several 
times and at last 
it fell 
to my 


father's family. Now it's mine, aad 
it's a, white elephant to me. I can't 
sell or rent it, and so you folk! may 


LOVE AND MARRIED LIFE 


I snatched the baby from her bed 


as she went into a more- violent pa- 
roxircs of choking 1 held her tight- 
ly to me. 
"Don't do that. Mrs. 


said Miss Parker, as she 
ranged a hot bath. Stripping off the 
little night dress, she quickly im- 
mersed 
Mary's tiny 
body 
in hot 


water. 
"Hold h«r there," she ordered arm 


teen lighted an aromatic smudge on 
a plate which she held under the 
baby's nose. 
In a few minutes this Mopped her 


coughing, but the was »o exhausted 
that she could not open her tiny eye- 
lids. 


"Did you ask tho doctor to come? 


I questioned, anxiously. 
"Yes. He should be here by this 


time." 
I flew to tb.3 teleptiOslS. I CCTlli 


not stand inaction—I must be doirg 
something. 
The voice of the doc- 


tor's office «irl laid: . 
''Yes. Mrs. Gordon, 
the 
doctor 


left immediately after 
the 
nurse 


telephoned him. 
He should be at 


your house by this time." 


Again I stood over my baby's bed. 


There was a little blue line about 
her mouth and her 
nose 
looked 


pinched and her eyelids w«re only 
half closed, disclosing a part of her 
brown beneath. 


"Oh. Ilm sure she is going to die. 


I'm sure of it!" I said to 
Mies 


Parker in agony. 
"You must not go to pieces this 


way, Mrs. Gordon. 
I do not think 


BOA MoGLO.VE 
BABY MARY ILL 


w* can keep her from having an 
other choking attack, she- will bft al 
right" 
Just then the baby stirred in be: 


sleep but 
Miss Parker 
pulled thi 


clotting up about her and the dreat 


Gordon," 
deftly ar- 


, 
. 
the baby is in any great danger. If 


well believe I jumped at the chance 
to have you take it for a spell." 


(To Be Continued.) 


«4&rt*(Xrt&>&>^^ 
| DIARY OF AN ENCAGED GIRL | 


EVEN DORRY HAS FALLEN IN LOVE 


Haven't had a real visit with Jae£ 
How Jean will laugh when she 


for so long, well, at least four days, 
that I feel as tho I were entitled 
to several. 


Was kept busy all day today; just 


had enough time at the tag-end cf 
the afternoon to stop in and see 
Dorry. 


Found her -warm, and slumpy. 
Learned the fatal truth from her 


young lips—and 
it was nothing 


more or less than I had suspected 
from the look in her eyes last time 
I went to see her. She has fallen 
a victim to the dread disease, from 
which we are all suffering, namely, 
Love. 
Assures me, most 
emphatically 


(which ot us hasn't) that it is only 
temporary, of course, and that she 
is more annoyed than 
In 
love, 


which proves conclusively "to me 
that she is head and heels in love! 
She'd die if she knew this. But I 
should worry. 


Truth to tell, I am most elated at 


her downfall—ehe has been so scath- 
ing in her criticism of u.s—and I 
think that 
she deserves to have a 


taste of the disease, herself. 


I know the worst—he Is a doctor! 


Can't you just picture him? And to 
think 
Dorry laughed 
at 
Jean's 


choice, and 
mine. 
I positively 


shiver at hers! Why, he'll dissect her 
every emotion and whimsy to a 
finish. I cannot think of anything 
more tragic, really, than 
the Idea 


of Dorry; tied up to a doctor. 


She tells me that he is an ideal- 


ist, in spite of Ills cold-blooded pro- 
fession. 
That's what they all say. 


No, she is simply tmng to make ex- 
cuses for her fall, and it's no use; 
she js as human and fallible as the 
rest of us. and it's about time. too. 


How Jean will 


hears this news! 
Jean is now honeymooning down 


at Hope Hamlet—hence Dorry's visit 
to town. I can imagine the happi- 
ness of the 
couple, there on the 


beach, away from all eyes, and sur- 
rounded by the 
honeysuckle vines. 


After 
all ambition is but a fifth of 


a woman's life, isn't it? 


Dorry told me that she had met 


Dr, James right there on Long 
Island. 
She took a "tumble one af- 


ternoon, and he was just going by in 
his car, and saw her. That was the 
beginning of the e,nd. 


She says he was so 
clean and 


efficient, and handled her bruises B3 
skillfully, that she admired him be- 
yond words. Then he came to see 
hsr, and before you know It they 
were in love! 


What a combination ot odors 


there -will be in that home—ether 
and turpentine. 


I wonder if he will permit Dorry 


to keep on with 
her painting. 


Heavens! 
What a bunch of incon- 


sistent young things we are, after 
all. Honestly, the next girl or wom- 
an who comes to me and says that 
she hates the very word matrimony, 
or any such stuff. Is going to be flat- 
tened out by me, and I'll tell her 
frankly that I shall 
expect her an- 


nouncement card within a week. 


We are all miserable bluffs, or 


miserably susceptible females. Art- 
ists Independent? Who ever 
said 


such? Why, truth to tell, we cannot 
live without men, and we just jump 
at 
the 
thought 
of 
matrimony. 


That's the cold, unadulterated, Lin- 
deyish truth for you. It's high time 
] 


one of us told the world. So there. 


(To Be Continued 1 
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experienced American workmen 
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with a guarantee to prove our 
work 
satisfactory. 
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ed. 
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Briefly How 


NUT MARGARINE 
The Choicest Spread for Bread is Made 


Refined peamxto&and oil pressed 
from white meat of cocoamrts is 
churned wjfb. pastenrfoed mflk. 


This mixture in the form of thick 
cream is then crystalized by com- 
ing in contact with filtered ice 
water, and now has the appear- 
ance of snowflakes. 


It is next put through better- 
workers, or large rollers where 
most of the moisture is taken out 
and it is salted. 


Then put in a room of medium 
temperature to permit the butter 
flavor to develop. It goes from 
there to the print making room, 


Next to the cooler, and wrapping 
department. All in a -white enam- 
eled factory, kept spotlessly clean. 


Nothing you eat is Cleaner or more Wholesome than 
Farreli's A-l Nut Margarine 
Gel a Carton Today at Vofir Healers 


Distributed by 


H. L, GAYER CO. 
Mnta 1»8O 
Lima, Ohio. 


choking spell that I feared did no 
appear 


It seesi«<J to me as iJ some fiend 


ish fairy had stopped the hands o 
the clock, they moved so slowly. 


"Hts anything happened to th 


doctor, do you think?" I asked Mis 
Park«r. "Surely he has had tlm 
enough to drive over." 


"Mrs. Gordon," said Miss Parker 


as she put 
her arms around m 


shoulders. ' you must realize that i 
has only been ten minutes since yoi 
came in." I looked at her mcredu 
ously—it seemed hours and I thin] 
1 could 
not hav« stood it 
anothe 


moment if 5li6 had not opened th 
door to the doctor's light knock. 


He looked the 
tiny form 
O\P 


carefully raised th« eyelids a liti'- 
listened" intently to her breathing 
and then said. 
"I think the -wors 


is over." Then he turned to comph 
went Miss Parker on her quick judg 
ment and skill 
I could see that he 


thought i owed to her my baby': 
life. 


H» forced some medicine betweet 


the half-6pen 
lips of my child and 


then sat down to wait, his finger 
upon her little wrist. 


"She'll be all right no*r." said thi 


doctor, as he placed Mary back upon 
the clean, white blanket which Miss 
Parker arranged on the bed. 


She did seem better, but oh. tha 


awful pallor, that absolute coma 
It did not seera to me that anyone 
could be as weak and HI &s my babj 
was at that moment and live 
'Tou are sure, doctor, she is not 


going to die?" I asked tearfully. 


"1 cjn be sure ot nothing, Mrs 


Gordon," he answered, with a kind 
of hard-heartedness, which I suppose 
came 
from 
seeing 
hundreds 
ol 


babies in the same condition and 
from answering the same question 
from hundreds of mothers. 


"I think, however, she'll set along 


all right." 
"I'll telephone for John," I 
Tomorrow—Our sorrows Are Our 


Own. 
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S!u«giib. languid, constipated 


feeling i» quickly removed by 
Dr. Odd well'* Syrup Pepsin 


THOSE who are past the prime 


of life know the discomforts 


of hot weather. Exercise is tir- 
ing, and constant sitting around 
soon brings constipation. It is 
especially dangerous for elderly 
people to allow constipation to 
continue for it creates poifbns 
in the system that may bring on 
a serious illness. 


If you pass a sinz'.e day without lull 


and free elimination, do as so many 
thousands of elderly folks do and at 
once take «teaspoonf ul of Dr CaldweH's 
Syrup Pepsin, tod you will find prompt 
relief. It is only by doing tbit that you 
can b« sure of feeline well. You muet 
not trmt constipation to correct itself. 


Dr. Caldweir* Syrup Pepsin ti pir- 


UeularJy suited to «lderly ceople as it is 
i combination of simple laxative herbs 
with pepsin that acts gently and with- 
out griping. Unlike no minr medicines, 
it can be u«d exclusively without los- 


DR. W. B. CALDWEU. 


In kit S2rtdy*ar 


ing it* eK«c«. »nd it does not WAafcen. 
Mr. Lev! North, of Antwerp. N. V., like 
Dr. Caldwell himself u in bit 89»<1 year, 
and be has used only Syrup Peptin for 
the luH tea years, tie it well tod hearty. 
never has comtipition. »n idle or piin. 


No rsrson of advancinc year* should 


be without Dr.Caldwell's Syrup Pepsin 
these summer days. Any druggist will 
sell it to you. It is economical. 


Millions of people of ell ages suffer from occasional or 
chronic consnfronon. Let thtm send nant£ and address to 
Dr. W. B. Caldwell, 513 Washington Street, Mon&eife, 
III, for & free sample bottle of his u,-onderful Syrup Pepsin. 


S million bottles were bought at drug stores kjst year, tht largest sals in the world. 
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1917 Buick 4 <-\lind»r 5 pa==>prjgpr . 
, 


1918 Buirk 4 r\linder 5 passenger 
,. .. 


1313 Cadillac 5 passenger, makp pood trurk 
1917 Buiok 5 pa=>f>' 
5n:;<',r, rord tires 


1317 Buick (oupp, n»w motor 
1919 Buick 6 rjlnder. 7 passenger 
1919 Buirlr 6 f.lmdPr T pa^vpngpr, liU<= oo-™. 
_ 
, . . , , . . . , . 


1919 Buiok Coupp 
' 


TUP: LIMA BUICK CO. 


227 NORTH ELIZABETH STREET 


FOR SALE—Grant 6. in A-l con- 


dition; good tirps ail around Will 
s«>ll cneap. 
Call Slate 3374 


RE NEW ED 


CARS 


FOR HFN'T— M'" lirgf 
'tirnlshed 'o 


in prHxit" fan llv 
Joi ladv 
121 


I lerrp 
I lion" Lik'j 
i06": 


J CIR Ri.si- \ r « j v f urn >-.r-prj 


*"k 
1^ ito^n 
'] « t M ^ t 
Ff*Mrn 


254 F 
HI,.!' M i l l . 
Main 


'>h J'l \ I —"', roomx 
p l c i p f r 
li^-'it hon- 


o i t r i u f 
^lr•5 Pirl''1 


taiirm'. 7 in .- 
M mi 


MOVING 


AND LIVERY 


Satisfaction Guarantee-! 


mV'lS & Chrisrner 


116 South Union Street 


Phone Main 4149 


1917 Dodgp Touring 
1918 Dcxlgp Panel Comrnc-cJal. 
1918 Bui-k E-6-49 Touring. 
1919 Dodge Coupe 
1918 Bns^ie Tounni?. 
1918 Lexington Touring, 
191 (> Dodge Touring. 
LIMA CADILLAC CO. 


124-26-2S W NORTH ST 


27 
Pori/JUV A,\U I'E'l STOCK 


FOR ?1IE—16 Plvmouth Rook la'ing 
h-n? 015 Rlr-p axe phoro State 1771. 
28 
MVB STOCK * PKODUCE 


"oiih Side 


l"U E il R f N G — 
ro 


for l » ? h t 
}irm 
t-*~ k^*1! in*. 


I hnnr- Ml In 4 !7'i 


for ^ jr* fit !• ni' n 
ft l\,tr<> 


n JIT h i t h 
n ** ' f pno 
\'.' Ti 
> ular or 
RII-P " 


Sidr 
11R'» 


R 


n i t ^ for all 


ii-aE" 
21" N Tnlp 


All •ivork sti i«-tl> g 


FEMALE ILEl P 


WANTED 


—Girls— 


IN ALL DEPARTMENTS 


APPLY AT ONCE 


THE F. J. BANTA AND 


SON CO. 


! r 
for 


R i- 
— j h i •• 
h'Mi f I ' 


*"all ar 


^ i n fu ni ^ 


Kr ni^s 
IJ 


n M iln !b 


TOR 
RCNT— LieM 
ho«=;pl-P 


room1;, private 
toilet, 
sink, 
pp- 


tranc0. ?lpppmg room. 
201 


Cnion 


10 MISC-KLLAXBOI S FOK 


rr>P S\LF — A ti 
i/iom bnijq^ prl 
C phrppArd "I 


fnrn-f* for e o- 7 
^ n o q u k k •a^l? A 


at Tirr H n t i 


call In 


Second 
rooi- 


applj t~ontr 


onh 
» \peri- 


";s Cifc 


^WANTED — \Voman 
fnr 
l>itchpn 
-work 


' Apply at once Y M r A. 


Middle aged la«3v 


hOTtus doinjr hous 
News, Box 772. 


nlihe<= 


.WANTED—Experienced 
^tpno 
must write rapid, lecrihle lonjr hind 
al=o. Atfo Wrench Co, 127 r, ^princ 


W 
girl or uoman for rest in 
rant work Room end bonrd lurnKhert 
No>-th Side Hftitirnnt. 710 JM. Main 


.WANTED—Chambermaid, 


is ublar. H"te' 


Apply 
Atip 


"WA-NTED— Wotnwn 
In 'nitchon 
Bnrr 
Hotel 
Apnly in POI^MTI 


RANTED — experienced 
co'intet 
crlrl 


for cafeteria, uork 
Applv ^\ TMo Cafe- 


ter'a 
^. — ^ 
- — - — - 
- —_ . — — — 


<t 
MAUE HELP WANTED 


Bo\i O^T 13 jearp. deilr- 


ingr to carry pnoers l-^a-ve >onr nnm^^ 
Mith the Circulation Mon.isir. I>i\na 
Nexva and Tlme^-PemoLiat 


HELP WANTED 


Steady work 
with the An- 


drews Paving Co., \Vapa- 
koneta, O. 


to tsl-e 


Hith 


dl«trihutins: 


UR 
5 \ i J F — Tin 
fll- 


vi"-t 111 » nfv, 
l 'in ?- 


Hisrh 1274 


rilz-ilf 


TOR SMC—ni-x-tn 
tTiroinc u n t f i t . " 


ri'uhln^';, l)l rolnr*; i n k 
*tt-*n^l!« 
** n i 


de'iKns 
A i l 
ronnortP'l 
*o 
hirtpT-loi. 


roarh to run Sfe ?nid"i. 110 E Mi Klh- 
hen st 


FOR q \LE~- Git 


dition ( Til Rii 


« t r l ' j c l 
4 07 


al 


BEAITY 


otprn of rirniit,- t iiUurf orl? n- 


i i p t o - r j j f o O x O beauty 


USED 


T>r^ par it Ions m s n u f i n j r r r of H i c n n r 
Fin'- 
Phon- 
" S t i f f 
1 i.'-f 
Mm» 
H 
Kirhy 
'2V,, 
= ( nti i l 


F1TRN1TLRE AXD 
STOVES 


Touring 


191S — Franklin Spdan 
1120 — Ma\w«ll Spdan 
10115— r»orlK<= Tounns \VintPr Top 


LIMA FR \ N K L I N CO. 


124 WEST MARKET STREET 


PHONE MAT.\T ^n^T 


FOR 
SALE—Good brindle 


cow, 
just fresh, calf by her 


side. "Will he sold at S. F. 
Logan's 
Sale, 
Tuesday, 


Aug. 
17th, beginning 
12 


o'clock. 


HOU8E8 FOR RENT 


FOR REX7—^botft S»pt 15th. 6 
rirtlv furnished, modern " 
na^p GaraK" Inquire 32) ProspeLt-ave 


FUR REX r—Mod»rn 
furnished 9 room 


not,=o - j i -v\- iiartut st Phone Mam 
41>54 or 
-»<;?? 


2I»a 
HOUSES \V 1NTED TO REN1 


D TO RETN'T—4 or S room 
"n ho ise or flit eio«e 'n Phfne Hign 
- 


"U'p Buv Anvthirg 


R. F. JOHN 


Main 
Mam ,4^54 


«t raph prif 
jothlne =hof 
7" t ? re o' >T 


"! piirf for 'p'-ond hantJ 


inri ruRi Address Box 


\\AVTET 
TO 
PEVT—A f - A or 
room 
iiotj^ft 
raod*=rn or partlv rnod- 
frr 
\o cniM"aTii 
rcf^renc^s 
Call 
- 


S3 
M!S<-EI.L4VEOUSS FOR RENT 


FOR RFN T—i IP--, desirable 
roorn in AITSOIIO Bui'rlmg Room 
bv 
-.2 f*»t—ha<; full haserrent. ligh 
» r d dr\ R?rt \f-ry rea^onablo 


V. A will also ha^" for rent about Sept 
first, two £Ood office room= on seconc 
floor 
Tall at Room Xo 313 Masoni 


Bu'ldme 


run 2fo nil<»c Call 
3117 
34 
REAL EST^IE FOB SALE 


FOR SALE 


TIME CLOCK: 


With 25 ke\s suitable -. 


for small factory or of- , 
free. 
Fir^t class con.1i 
-= 


tion. 
Can be seen at 3 


NEWS OFFICE 
= 


LIBERTY 


BONDS 


t Cash Paid for Same 
RAY MAUK 


222 Holland Block 


Main & High St. 


TTL.ECTR1C WIRING & SUPPLIES 


Good workmanship and reasonable 


prices. 
Call 


STVSENEY'S ELECTRIC STORE 


110 E Market St. Phone Main 6925 


FOR FULE 


Bakf1"- ^-liT'rir car srod hPT^il^s and in 
crood running condition 
41eo ^ornrlet*1 


rharcript,' plant 
\Vill «ell *-ntl,e cutfit 


for 
S'~>n 
A r»al barealrt for eomf-oie 


wi-ahinp (o cm n a trm n • ir Call Main 
1411 


FOR 
P \IjF~~S<M ^n 
p?> "sAnj 
^i3lrer 
Inquire 
Conner 


Eirrh or call Hi2h 2^17 
Rohb and 


1917 Dodgp Touring 
TSSO fld 


1<'20 Ma\wp]i Touring n»tt f900 00 
I^IS Maxwell Tourins; .. 
$500 00 


I1) 17 Maxwell Touring . . . . $ 4 5 0 0 0 
1918 Overland to 
. 
. $850 no 


I'ilS Overlanrl PO Sedan . $1050 00 
1917 Olds S-Tou'-ing . 
$1200 00 


FOR SALE 


2 n^w 
K room houses 
Cor 


and Baxter 


TL new 6 room house, just east o 


Garfield on Faurot Ave 
All have 


furnaces, 
basements, 
hardwoor 


floors, fire places, breakfast TOOTHS 
and chandeliers. 
Easy terms. 


Tlipse houses conlrl not be rebuil 


for the pi ices ue are offering them 
at 


DERBYSHIRE BROS. 


Phones: 


Hi£h 1549—Main 4312 


LOOK FOR 
THIS SIGN 


& 


l 
i 
n n 


Fi">R F \ ' r 
Fllo 
T-e lc-v.^1 
sroor 


n i > 
nnK 
I p°n 
fill d onrp \\ill 


11 1-irciin 
I'riie 
$15i> 
Phone 


WANTED 


FIREMAN FOR STA- 


TIONARY BOILERS. 
CRYSTAL 
ICE 
& 


COAL CO. 


p'a'p ela^s Klhow Show Case, 
1 


I'-an -Hint,, l ' W Z I one; 
Ci>°ip- 


ette MTrmfactuii'is; outfit, 1 flr-oi 
C.is hpfltpt 
all for salp cheap S27 


So Mini. Plionp Hieh 1^71. 


JRV.NTED 
quick. 
Wrench Co. 127 
\in r<>«« 


E Rrrins 


cVi op. 
\'rn 


lcnrerl 
foundrv 


Chalmer" Pump «nd :ii T i i f i c t ii-i 
Greenlawn and Erie R n 


rlerV 


AGEXTS & SALESMEN 


•WAXTEI>—Well rlrllllnsr ,-ontraotor 
I 
want several oil -n^lK •1rlll»(l at once 
Call H^nry A 
Zfll«r. Like h-^2 or 
•""•:t« care of .Alonzo Shook. R. F. P 
No 7 Lima. Ohio 


"VVAXTED—"Work 
before 
and 
a't«"- 
schoo! bv hiph 
school plrl for 
hoard 
ajid room, attending children prpferre-i 
F L.. B . caro of Ne'ws. 


JWANTED — 
Experienced 


Salesman to travel. Tinner's 


x' Cigar Factory. 


Pi >R 
--\Lt}—t'-'o'-nlMnation 
n i t r r 


bind vowei 
w i t h i n s 
mii-hln" s 


ron-itnon Phono Sfnt^ vihj 
\\ ATMV5 
TOP V-T 


Gardlo" face poudt 
I.TICLrS ail 
croam and all 


" 


S Collptt or ph"ni Ricn 


"="01; 1ALK—r;->rden rllrt at corner of 
MarKo-t and Wit 
rhoiif- Snte lon^ 


11 
M1SCEJLLANEOUS WANTKI> 


• "•ill RI e 


for 


IP 


bu\ 
lT 


\s;p 
\< 
hfvittnt: 


Ffinth» i r Rubber 
Men <s Hilf Sni^ 
[«d.llts H-ilf Pole 


Rnhbpr 


FrPlm C , - r ^ c s n r 


Shnf* "R^p^n 
!19 P o i t h Aliin 


BECKMAN 


Electric Service Station 


Main 6635 


Cor. Central and Spring 


R. M. HASSON 


Foimerly located at 31S West ^5ar- 


ket St , now associated with 


LIMA JORDAN 


SERVICE GARAGE 


CORNER WATER ANT) ELI7 \BDTH 


STREETS— IN REAR 


Former 
rordialh hnlted to 


Colonial Auto Sales Co. 


Main 5626, 
Lima. Ohio. 


84 
REA1> ESTATE t>OR SAJLE 
Must Sell 
This Week 


We have a 6 room modern nouse 


for sale on paved street 
which 


UNUSUAL BARGAINS 
must be so!d this 
week- 


1—Paige touring, 7 passenger 
terms can be ai ranged. 


1-—Moon 5 passenger touring 
Reo, 
5 passenger touring. 


Haines, touring, late model. 
Stutz touring, rene\ved, a real 


bargain. 


1—-1^18 Cadillac, 
MX cordl__ 


tires, new paint, wonderful |?!FM VOR SALE on elsv terms. 
Condition.* 
117 arre Rra!rl 
fai-m, Section 7, 


1—1^20 Lexington, 5 cordj 
tires, good as new. 
j 


1—1920 Reo Six, 5 passen-j 
ger, splendid shape. 
j or R. j 


If YOU are in the market for) Virh 


a real second hand 
car 
set 


these. 


TERRIBLE TESSIE 


THAT'S DIFFERENT 


THAT'S MOMAO I'M A 


PERUVIAN 


600 HOQ-0- 
— IT'S 
rVC 
OF 


REAJL ESTATE FOR SALE 


Harcock-co, Ohio Good 


'?. rural delivery, tplppliop», 


ston° road, beautiful location, $115 
per acre 
J X Smith. R. F. D. S. 


Dhio, Living on the farm. 
Lmdsley. 
Easf 
Rem?s, 


tot near Hoove- Lake 


for used truck Main -1233 


H. SiL/E OR RSN'T—Vv horre 
am 


Tins cltj 
6 rooms. ^tnrtl\ "lodfrn 
Hardwood finish, large lo 
Lo^a'ed S-2 


N. Metcalf-st 


FOR SiLE^J^Pu 5 room nouse In -ar=t 
end hdrl^ood 
floors 
UD and 
do^n. 


break-fast r"wi 2 m?nt'es apfl all oil 
painted -n?lls Phone State 5071 


TjSB YOUR CREDIT 
"'th a small down payment and ea^v 
inonthly terms ^ou can own jour o-wu 


-i-i 
H to 160 acres of ri~h l a r d - 


wood lands In Antrim and Kalkaska 
counties Michigan. wiH make jou in- 
dependent 
Raise 
-vegetables 
fruit*. 
grains grasses, poultry or stock. Clo^e 
to schools, churches railroads, tow ns 
and neierhbors Slo to S35 an acre No 
swamn<5 or stones. Excellent huntin? 
and fishing Big free booklet. S\xi?ait 
Land Co 
W-3">i3 First Natl Bank 
Bid?. Chicago 111 


0 
PUBLIC 


mil nt rnj new location. 


DR. J. R. T1LLOTSON 


213 Masomc 


Phone Main 6917 


Hours 1 P. M. to 3 P. M. 


BARGAINS 


In ni>w and »»conrt hand »,oods 
Can 
wn« you from S5 to 50 per cent. Wo 
also pay 
top 
prio«j> 
for 
all 
kind* 


household 


These cars are in A-l con- 


dition and are all guaranteed. 


Sturtevant-Jones Co. 


320 W. Market 


25 
MOTOKG1 O 
& 


FOK ? ^ L E — B n \ i ' » rmt-ir, 
N-.ti07ia 


ncn- lite Ii't icsr 
n Jrien » w i p thl=; i 


\fflr. in hf** ot rorditlon 
$>•> on Call 
mornini;-. 51 o X jIcDomld 


FOR SALE— no 
new 
-\-\\n -*\\ 
-n-heel 
pra 


p 
Tnn-iire 


26 
HOUSED AMD X'EHICJ^KS 


Buckeye Second Hand Store 
Phono Rio* 2R9« 
804 S Msln bt 


2t 
PERSONALS 


i >no foi 


Blilc 


oiK 
Irnul'6 210 


IS 
HOUSEHOLD GOODS 


FOR 


fi chair* 


raMnft 
ce a\e 


I 


SALESMEN WANTED 
Sigh echool 
graduates, Salesrnan- 


•hlp training with excellent renum- 
•mtlon Is offered those ambitious 
to enter the field of salesmanship 
Bead ^our name and your refer- 
ence to Quayle and Son. Inc. steel 
Kngr»ver« and 
jSwelrymen, 
Al- 


bany, N. Y, 


MITUATIONS WAITED 


TO DO—Grading and soddln*. 


FOB SAI-K — Si>\\lnc rm^hinn* 
\\V HI 


=50 W!l r-'^ five dollars for inv fam. 
1!\ machine that 
we cannot 
repair, 


T h i T 
I*? in a c t u a l n^e 
Phorto Mjin 


3414 or call MS E 
Kltihv Strpi>t 


KOR SAI-K— Ctiim rnhln«t 
hle six cnair" 
ifi- Brlr(»- 


buffpi. t n - 


FOR SALE—Kitchen Cahinot lofrictr 
Tier 
dlnlngr fililr 
spline rmrhln<> 
library tabl? 
f, oik dining < h n l . « i 
bf<\ 
i:ast Him 
Call mornlnsr 


FOR 
SALR—Entire 
household 


good«. 
Reason for selling 


leaving town; ohesp for quick 
No 11 Phoenix-apt. 


LADIESI 
LADIES; 
i 
positively 
fruaraiite« bv srraat successful "Month 
ly Compound SafelT relieve* some ol 
the longest «na moat ob«tlnat« casfs 
In 2 to S day* No harm, pain or inter- 
f«renc<> with work Mai] $2.00, Poubla 
Strength J3.00 Booklet free Write to- 
dav Southlncton R^m^dv Co. Kansas 


22 
BUSINESS OPPORTHVITIES 


S OPPORTl N'lTV— Etoeptlon- 


.->! orportunltv for mairor nun ana wife 
to 
oppn 
and 
manii:f* 
on^ 
of 
our 


br37i.li stPrp-< In \onr 
t i t - v . S3>0 fifi (o 


ST^O.OO 
(qp.til 
rein 1 c ] 
ronrllt lO'yt 


HP\ er better, utll utoiirl -]im«<st nxentl- 
citlons, al-=o asentis for to^nshlp^ In 
\ll»n coiint-v rill i- ,-n,,- T.irm xior? 


in person If mtf-<".*fd is: F 


Lima, <~ihio 


ACTOS * 


4 BIG BART, AIN" 


A 7 paseiijter StiidPiiaker, fine oon- 


fhtion 
gorl top. coorl rurtalm, 
R 


good tires' pood 
rar, and a real 
Hitrh 4207. 410 i 


paint — a 
rpal 


bargain. 
We=t St. 


Phone 


FOR S U..E—Cadlllar 
lourlnsr 
o»r. 7 


pa««<>nKer A-l rondilion Tin he seen 
at Black's Garace 
A\ 
.-Itf:h-<it 
Bar- 
for qolclc »«Je. ^,ol{ ^otllU Co, 


FOR Pil.F—Good 
Main 421° 
I hnn« 


FOR SALE OR TRADE 


6-room modern 
except fur- 


nace, Scott Street; 
would 


trade for something smaller. 


60 acres 4 miles of 
Lima, 


good improvements; sell or 
trade. 
EXCHANGE REALTY CO. 


24'< Public Square. 
Phone Main 5036 


AUCTION SALE 


Thursday, Aug. 19. 1920. 
HOUSEHOLD GOODS 


533 E. Franklin St. 


L. F. ARMSTRONG 


Sale at 1 P. M. 


L. L. Miller. Auctioneer. 


i"ipro\rd duple* 


idr close 'n alwaya 


in p«r ^ent iniest- 


™erit foi- ^TI-VCPP df-irin^ , i'% property. 
'Ter"i« 
Pa>-t f»«h 
h^lanfe can be paid 


as ren» 
3rldre=<* bo% 7^0 care of News 


L.L. 


AtXTIO>,EER 


Can be foun^ at Br;an's <"arag°, 123 
North Union Street. 
Terms reasonable, satisfaction guai- 
anteed; free notice to all =ales dates. 


Office phore Main lo27 


Residence Plioi° Main 1S95 


A.ug 17—S F Logan, l mils east ot 
Yoder 
Aug IS—F O Brown, 3 miles east 
of Wanakoneta 
Big tjpe 
Poland 


China Hog saie 
Sept 9—H. J 
Sunderland, on the 


Fort Amanda Pike 
Dairy sale. 


Sepl 2.9—Frazipr Bros . big tjpe Po- 
land China Hog sale. 


Oct 14—F J. Ferstoff. l mile north, 
of South Warsaw 


Oft. 
IS—Grier & Hasson, 
5 miles 


west of Coldwater; Chester White 
Hog sale. 


Oct. 19—Rehait Bros, Ottoville, 9. 
Chester White Hog <==Tie. 


Oct 20—tred Fox, 8 mUes west of 
Lima Chester \Vhit3 Hog Sain 


Aur IP—L P Armstrong. 5333 


Franklin St 
Household Goods. 


F' 1R ? \I_,E—7 room hou^e> on \V Vin^ 


tt ill arrept Upht 5 pisspn??r nachin 
!•; pirt pivment Call Hish 5nS5 be 
t«.pen 5 SO and 
T "0 


FOR 


FOK ^^1 K—TeRm 


fi and ^ \ ears old 
for 
«cl!t- sr 


C—"•> arre farm 
is rn'l.. 


nnrth of Lima ^uear beet, corn and al- 


hsrn ••-. ind Ma»c-i. I nl'a 
lind 
Thi« 
i« 
erond 
bottom 


<>>•> E Htch Region I erom 1 ^oiild taVf one food residence 


propp't\ On tirm Thore State 5P7t 


FOR 
A ^^ A* 


r-ROOM NEW BRICK HOUSE, slate roof, oak floors and oak fin- 


ish, brick garasre, full lot, extra nice home, \ve are offering this 
at a special price as ouner is leaving city; for full particulars 
call or see 


The Elmer D. Webb Co. 


56 PUBLIC SQUARE 


PHONE MAIN 4781, 
RES. 
PHONE MAIN 1234 


The Aladdin s Lamp 


Of Business 


As the phonograph brings all the world's best 
musicians and entertainers to your home— 


As the moving picture spreads views of all the 
world before you while you sit in an easy chair— 


So the 
advertising col- 


umns of this newspaper 
bring; to jou the news of 
commerce 
and industry, 


of merchandise nnd serv- 
ice. 


The 
advertisements are 


the shop-windows of the 
world's wares, passed be- 
fore your very e^yes, that 
>ou may look and know 
where to get the full hun- 
dred cent* \\orth of e\er 
dwindMng dollar! 


Do you re.rd the adver- 
tisements 
regularly 


every cnv? 


If not, }0u re overlooking 
the best friend 
of your 


pocketbook! 


Take time to read the ad- 
vertisements always. 


The \erv advertisement 
you m:ss may he the one 
lh.it w ill save you 
the 


most money and time and 
disappointment. 


So read the advertisements—AH of 'em I 


v~»~ ^ A j*W» 


IMARKETS. AND FINANCIAL 
THE LIMA NEWS & TIMES-DEMOCRAT 
MONDAY. AUGUST '16. 


MAR 
TREND 


'RULES STOCKS 


[Early 
Advance 
Checked 


Later Bear Attacks 


by 


BOWDB 
fCourtesy of The \Vheatl«y Co ) 


8%'s 
........................... 
S30 2S 
First 4%s 
........................ 
S4 50 
fsecond 4's .. . . 
.................. 
S4 lb 


irst 4>,J's 
...................... 
S4 84 
ISecond 4 >4 's 
................... 
84.40 


fThird 4U'» 
..................... 
S7 90 
Fourth 4^-8 
....... 
, 
......... 
54 i,0 
actory 3%'s 
.................... 
95.54 
' 
.... 
9554 


NEW YORK — Fresh complication 


In the foreign situation and indica- 
tions of further strain on local fin- 


: ancial resources caused an irresular 
selling movement at the opening of 
Monday's stock market. 
Shipping, 


oils, motors and steels were iirder 
severe pressure, losing l to 4 points. 
Improvement was shown toy several 
of the active ra,ilroad issues, prob- 
ably as a result of 
better 
credit 


conditions. 
Exchange 
on 
London 


continued 
very 
unsettled, 
early 


rates for demand bills falling slight- 
ly under last week's financial quota- 
tions. 


Oils, steels and 
equipments led 


the rally of the first hour, Mexican 
Petroleum and Baldwin Locomotive 
making full recoveries while Cruc:- 
fcle and Replogle rose substantially 
over 
last 
week s 
closing 
prices>. 


Atlantic Gulf made up half of its 
4 point loss and other shippmss im- 
proved, 
vnth 
greater 
steadiness 


smong investment lails. 


Much of this advantage was cin 


celled before noon, however, when 
low-pnced oil and motor shares -nere 
depressed by a series of bear attacks 
Call money opened at the recent iul- 


PRODUCE MARKETS 


LIMA WXOLEIALC 


I,I>UB Horo Cnees* 
Print Ch««*« ...... . 
Dalilc. Che«*«. colored ........ . 
t lai«. colored 
................ 
. 35 u 
twins, colored 
.................. 
14 


full Cream Brlok Chtiee* 
....... 
36 Vi 
\ew York i,lmburger 
........... 
41 
Block Swi»«. Ch«««e, old 
......... 
42H 
Broukfield Croamery Butter Prlnt»86 
Brookfield Crcminy Buttor. 10 


pound tub* 
.................. 
46% 


I'rnmlum Butterlne. 1 pou»d car« 
ton«, N. c. 
.................... 
tt 
Jhallenc* Buttsrla*. l pound roll*. 


N 
C. 
........................ 
3«H 


anowfltke Buttcrin*. 1 pound Or- 
tonn, white 
................... 
IE 


>en> Butterio*. 1 pound car- 
ton*. white 
.................... 
|(i 
B&k«all Buttertn* tubs 
......... 
:'S 


Kakeb»ke Butterlne. tut>3 
...... 
2> 


Baker's Paitry. tiib* 
............ 
iS 
l''resh Kggs. itraded 
............. 
«» 
Iresh Eggs. Trad«f 
............. 
40 


Freih Egga. Chex 
.............. 
18 
Broilers 2 pound average; No 1 
Quality 
.................... 
Broilers, 
Zl&" 


nniind cvoriie* 
NTo 
' 
*s 
. 
. 
. 


1 
Quality 
.................. 
43 
Roo»ung ChlcKt n, No. 1 Quality 
° 
Hen«. Ko 1 duality 
40 


%tMA BET AIT. VAKXET 
Butter 
v'ew cabbage ." OS 
^eaf lettuce . .20 
lead lettuce . .30 
rgs. dor. ... .50 
i-w foiatoee 
pk 
. 


:*ncrig, dO£ ., .35 
Oranges 


dnz. M5 .65. .11) 
reen peas ... .10 
bananas, ]b... .14 
"ucumbers 
.OS- 30 
reen bpans .. JO 
irnif.arr. 
... .05 
7"exas Onion .10 


To ma. toesonloas. .25 


Peachea. 2 lb. 
BlacJcbwrle* 


ing rate of 
light inquiry 


per cent on 
a. 
very 


YO RK—F orp > gn e\ch an ge 


quotations wp'e irregular 
at 
the 


opening Monday. 
Sterling demand 


opened at 3 63 1-4, off 1 1-8 net, 
frans .0726, up 0001. 
bre 
.0496. 


•unchanged; marks 02515, up .0001, 
Can dian dollars .8? 10. 


* * * 


NEW YORK STOCK LIST 


by E. W tVagraer & Company 


.25 
.43 
CautelouD«s .10-15 
Watermelons 40-45 
Wax beans ... .10 
Cherries 
35 
Pears 
15 
.Roasting ears . .55 
Honey Dew 
Melons 
50 


Carrots 
05 
Plums 
10 


—B-itt»r. extra in tub 
ots 61<i76J. prints ej'&bj-i, extra fin-'s 
DH-'Sen first' SS^izS11 seconds 54(S- 
56, parkins stock 
37®. 40. Cieorpar- 
arine jiounc! prints nut oieo .31. \\\~v\ 
iad" 
anirval 
oil 
.<i5@ 3t>, 
lo\ser 


gra-Ies :S '2^.29 
Cheese fancy brick 


"•% @ S3 "Joik State new 326 33 fan- 


cy limb irjzer ,,>2©,S5 
Egrgs 
fresh 


" 


40 <ff 
52 


.Northern Olno 
ext'\T5 
""4 extra first*. 
M; lirsts, i.on 
cases 50. first? old case*; 49. AVestern 
. 


firsts 
n<-tt 
. 


hea-vv tov.lt 


4S 
Li\ e i«ou!try 


">S@ 37, light stoc~k~ 


.05, broilers 
351? 42 
•">1<J roosters L3 


<$> 
2-1 
spring- duck= 
Silg1 35 Potatoes 
East Shore Virginia Cobblers No brand 
4. 7 ",® 5. 00 a barrel Jersej Cobbler? No. 
1 brand i 
nnigi4 5o per 150 lb sack 


Sweet 
potatoes 
Louisiana 
2 50 
a 
bushel. 


STOCKS— 
Open High Low Last 


Am. Sumatra ... S3 
I S * 
1 S3 


Am. Can * 
. . 34 I 34 I 33 ' 


Am C A.F ..... 133s;'135*i|i:;3 


51 
I 51T4J SO'1: 
Ana Cop 
Am. Woolen ... 7<j%| 7'. 
An1 Loco 
941il 


Arn. Smelt ... 
54"gI 
Am. Sug Bef. . lj.4 
II 


Arn T. & T ... 36^l 
Baldwin Loco . lof^li 
Beth. Steel 'B ' . 72^1 74 
Brooklyn R T . 10 
I 10 


Can. Pac 
117 Ill'i 


Cent Leather .. 53HI 54 
Col. 
F & I 
31'. 
Cru Steel , 
...132 
I13R", 


C C. Sug. 
3S 
I 3S»3 
Erie 
i:^1 12^ 
Fisk 
27%| 27» = 
Gen Motor .. . 21'jl 2]^ 
Good Rub 
Grt Nor Pfd 
Int. Nifkel 
l^HI 
Int 
Paper .... ^7 


Kelly Spring ... 76 
Kenmcott Cop .. 23" 
Jlex Pet . 
...l.oi 


Slid. Steel 
CO' 
Jlo Pi" 


I SSH 


33 •,! 


1T7 


50=. 


76 
I 7f.i 


54'i 


114ns^, 


I in 
1111 


I 10 
1117 
I "^" 
ni 
1134'-.. 


".7HI 3S 
12 I i: 


26 "A 


156 


73141 73 


76 
21 


Xor Pac| 
X 
Y 
<•' 
O C Ga« 
Pan Am Pet . 


Pie«<e nil 
Pitts 
< / U . , 


Readme; 
Sinclilr Oil .. 
Strombei,' 
So. Pac 
. . 
So Ry 
Steel Knundrv 
Pt Paul 


71'2 
71 % I 


>- /B 
73'41 
71 HI 


4(1 ^s I 10 \\ -10% | 
12 
I 12^1 13 
I 
5\i«| 5S',| "si" 
s?Ci v , "| 571; 
26i.i 2i. 5S| :bHl 
l.) 
70 | fis | 


"1 
I 01 "A! •>! 
I 


741, 
71'-, 


10 


bS 


HEW YOSK — Liie 
poultry 
firm, 


geese 
25. dU"ks -25I31 2S, fowls 
D J @ 


^!, turkeys 
35 roosters 
24. chickens, 


bio'lers 
ST® -so. Butter, steadv, 
re- 


ce:pt= I'.SSG (two days): cr anserv ex- 
tra 
55<g> 5B>i- special market 55^© 


3P. «itate dairy tubs 
45@'.o5 im'ta- 


tion 
creamery firsts 
nominal 
Egg's. 


firm 
receipts 22.S46 (two days); near- 


b. white fanny .60i?.71. nearbv Tnixed 
fancy .45@ Go, f-esh firsts 
49@ SG. 


LIVE STOCK 


(I&aa FaoJKtay Coropany QaotaMone) 
fair steers 
OS® Id 
Hpjfers 
OS® 11 
ci-iis 
o/a.us 


Hogs 
Y.Y.'.Y.'.Y.V.Y.V.Y. 
.3 s 
Roush hog= 
OS® 17 


Good steers 
.10© 11 
llioice steers. 1200 Ibc 


Texas Oil 
...... 
Texas Pac 
..... 
t nion par ...... 
U S Rub 
..... 


U S Steel 
..... 


Utrth Cop 
...... 


x an Steel 
"Waba-sh "A" . . . 
"\\Vstinghou«e 
E 


Will 
Ovprland . 


White Jlotois 


33 
I 
b-i-,| 


34 
117'-| 


60 


33 
63 


34 


I ill i 
| 4 , 


62 


>-al 
17'6|117 
HIT 
" 
S71il 
GO 
i 1.0 
I 


24 
I 24 
I _ J 


46 
T/Bl -17 
l 46 


IS'm I b ' - f 16J, 


/s 


CIITCINWATI—Ho§n?. 
receipts 
4S"0, 
'trong' 
J u @ 
To higher heaMes n oO® 


If! 00 
packers 
and 
bu*xhers 
16 00. 


irpdium 16.-5 st^gi S OOifia 50, heai\ 
iat 
POTVS g 00@12 00 
Jjcht 
snippers 


l'..00f?l«.25, piss 110 Ibsr . and less 
10 00@i-5 50 " CattlP. 
receipts 2100. 


steadv and weal, sfers cood to choice 
12.00©I4.50. fair to good S 00«r>1200, 
common 
to 
fair 
n n o f f f s 00. 
heifers 
snod to rhmce 10 OO^ii 1" 00 fair to ^ood 
7 ootg'lO on, common to f j > r 5 O'l&'OO. 
OW5 good to choice s ^oeio 00 fair 
to good b OOraS "0, cutters 4 50@600 
lalie1- =tedd\. 
-n e ik. ,-r,ort 
to choice 


IS-SOiS'ls 00,, fair «o gnnd 10 DOS'IS ,n 
cojnmon to large 
cj 00 •ST 00 Sheep, rp- 


ceipt« 27fin steadv . ™ood to choice ~> '.0 
•""50 
fair to good 3 2=i(g>5 r.O 
Com- 


mon 
1 OO® 
1:! 00, 
buck's 
2 OO'f?"! 00 


Limbs, steadv. Bo6rl to choice *14 30. 
(an- to good 10 505i)14 f)0 
seconds S.OO 
?10 00 common 4 OP(S7.0Q. 


* * • 


CJiBTUIiAlJI)—Cittle, receipts 
1 001 


-tea'lv 
on 
common, 
21 
higher 
on 
choue 
butchers 
.2^51 50 
higher 
nn 


good 
<hoice cattle Choice fat 
steers 


l'.00(g,14 00. ,ootl to 
choice buUhPr 


•-leers 10 l O f f f l j SO. fair to good 
ei 
steeis 
d 00@3 iO • g-ood 
fb choice 


butchei bulls S OOi?? 
1) 00, <?nud to choice 


fo«s i 00@9 no fair to <jood cons fi OC 
f? i i>0 cowr-'on co\\s 5 SOf^G ^0 C-il\Ss 
receipts 1100. stearlv. Good to choice 
\p,T CAl\es 1™ OOr.vi^ (l i 
fair to , 


S noi?ill.OO Sheep and 
lainb<=. leceipts 


l^no •5]nw. Good TO choice lamb* 11 .TO 
(l 1- 50 fan to good 6 O O f f T S . o o , good to 
2 lOcliniop sheep fi 00*5? 7 00, fair to good 


LIBERAL 
SUPPLY 


LOWERS WHEAT 


Same Influence Affects Corn 


and Oats, at Chicago 


CHICAGO—Liberal receipts and 


a lack of support 
Monday 
carried 


wheat price? off 1-1 to 2 3-te at the 
start with December $2.36 to $3.37 
and March ,$2.39 to $2.41. 


Corn sympathized 
with 
wheat. 


Selling by several strong commission 
houses caught the local element gen- 
erally long and prices which ntnrted^ 
1 1-Sc higher to l 1-Sc lover, drop- 
ped sharply, there being a lack of 
support on the way 
do—n. 
Initial 


quotations for September -were $1.48 
1-2 to $1.49 and 
December $1.23 


7-5 to $1.24 1-4. 


Oats were dull at the start 
and 


there vas a lack of aggreisiva pres- 
sure. 
Opening quotations were un- 


changed to 5-Sc lower with Septem- 
ber 70 3-8 to 70 1-2 and December 
69 1-2 to 69 5-8. 


Provisions 
started 
firmer 
-with 


hogs, but selling of October lard by 
cash houses turned the market easy. 
The trade was not large, the packer" 


The Tiheat close 'as weak, with 


prices down 1 1-2 to 3 1-2 December 
finishing 
at J2 36 1-4 to 236 1-3 


and March $2 38. 


The corn close was heavy with 


prices 
l-4c 
to 2 T-Sc net 
lower 


September being 1.45 5-8 to 1 45 3-4 
and December $1 23 to 1 23 1-2. 


» 
* 


TASKS 


Open I High I Low I Close 


TTHEAT- 


Dec . 
March 


2.37 
2 41 


CORN— 
Sept , . 
Dec 


OATS— 
Sept 
, 
Dec . 
PORK— 
Sept 
2500] 
Cct 
. 
25 75| 


I..ARD— 
Sept . . 
Oct 


RIBS— 
Sept 
Oct . .. 


239'i! 2 35^i! 2.3614 
241 | 2 38is| 2.38 


SOLDIER PUT OFF 


TRAIN, FALLS ASLEEP 


ON TRACK, KILLED 


CHILLICOTHB — Corporal 
R. 


Hupp, 25, was killed and Private C. 
M. Campbell. 2$. was injured 
ser- 


iously when they war* struck by a 
Baltimore and Ohio train near here 
early Monday. 


The men cpent Sunday at their 


hornet in Wellston, and started to 
beat their way bach to camp on a 
pasecjer train. 
When a brakeman 


put then off the train, they started 
to walk jjtck. 
Exhausted, they fell 


aslixp OB the track. 


OHIOlNCORPORATToNS 
i 


Th« Bucklfn Food Product* Co . To- 
ledo. J2S0.500. O. BucKlIn. O. L Hank- 
ison. 
The L»»'«on Realty Co., 
Cle\«!ard, 
J;0,000, 31, ,\. Copland. T J. ?>!o'frtt 


Th« St. Cl«lr Lard Co. E»st LHerpool. 
$100.000: W. H. Vodi«y, T M. Wells 


The L«moyn« OH Co., Toledo, $50.000. 
R W. Hol»t. C. W. Smiti. E. Bmniert. 
The Dornbach Thompson Co. Cleve- 
land. $10.000; W. Dornbtck. C. L. Buck- 
holtz. 
Th« Conn««ut Motor Bu* Co, Con- 
neaut, 115,000; F. Berth*. A. Rieso. 


REAiTisTATE TRANSFERS 
A. ,T Dunn ana wife to H. H. H.tm- 
mell and wife 
inlot 1760, San K«llce 


addition to Lima, tax Jl. 


M R McPherron ta J J Hartline a"d 


wife, parts of lot 5J36. 523V and 523S. 
Park addition to Lima, tax $4.50. 
G. A. Coolidge and 
wife 
to J 
R 


Coolldse and Wife, inlot 57. Westmin- 
ster. ?375 
J. R. Coo!:dss or.d "'!fe to F O. w-,,. 
*ell. inlot 57, Westminster. J340. 
Charles A Hummer and \iife, Delphor. 


to Hederico 
Barzatchini. Delphos, 
in- 


lot S12. Thomas A Weger's hUb-dr. i- 
sion Delpliot.. S350 


•outh w*«t 
cora»r of th* new 
Lo»t 


Cr«*k Re»er\olr. 


Detailed Information and blank pro- 
posals for the work may be obtained at 
the office of th« City Kug.neer. 


K^ch bid mum 
t<n jiddrfss^d to the 


Direotor of Public Service ,»nd must be 
accompanied by * certified check in the 
sum of five hundred dollar* (J50000) 
on a solvent bank »»• a guarantee that 
if the proposal be accepted a contract 
will be entered into and its perform- 
ance duly secured 
E«rh bid also must 
contain & self-addressed, 
tamped enve- 


lop* for the return of Mid check 
Bidder* must use the .ormn provided 


therefo-- as none other wui be accepted. 


Th« rttM i* re-served to reject any or 
all bids. 


ELMER McCLAiN. 
S-16-23 
Director of Public Seivke. 


NOTICE TO CONTRACTORS 
Scaled bids will be received by the Di- 
I'ctor of Public Service at his office in 
the Citv 
Building, Lima. Ohio, 
until 


twelve o'clock 
noon. Central Standard 
Time, on Mondav. 
August 30th. 
1320, 


for the construction of a dyke at the 


NOTICE OF F.X \MJXATION 
The Municipal Civil Service Commis- 
sion of The City of Lima. Allen County. 
Ohio \vil! hold comretltlve examinations 
August 20, »t " p. m . in 
th« 
Council 


Chamber in tne Old Citv Building West 
High Street. Lima, Ohio, for the pur- 
pose of providing 
eligible lists 
from 


which to make appointments as follows 
1 
City Engineer 


2 
A's'-istant Engineer 


,J. 
Draftsman. 


4 
Superintendent 
of 
The 
Market 
House 


5. 
S"P*!intendent 
of 
The 
Water 


Woi ks 
* 
Seciewty of The Water Works 


7 
Assi'tant Secretarv of The Water 
Worki 


S. Janitors ot all Clashes 
3 
Superintendent of Street Cleaning 
and Repair 
10. Plumbing; Inspector. 
11. Patrolman. 
12. Fireman 
13. Superintendent of Filtration Plant 
H. Water Works fireman 
13 Pumper 
16. Attendant Pumper. 
1". Pinrnher 
IS Filter Operator. 
Application blanks mav be obtained nt 
the office of Benjamin 
S Motter 301 


Saving* BulldinK. Limi Ohio 


Where the annual salary exceeds sli 
hundred dollars and Is less than one 
thousand dollars an examination fee of 
fifty cents vxill be charged, where the 
annual Fa.lar> *s one thousand dollars or 
more ,an examination fee of one dollar 
will be charged 


The Municipal Ch IJ- SerUce Commis- 
sion of Lima. Ohio by F. W Durbin Secy. I 


HONEST INVESTMENTS 


An investment may be honest, and yet may not be the Invest- 
ment for you. 
Our service is an individual service, aimed to suit individual 
cases. We give more consideration to the money you have not 
got, than to what you have. 
Thus we might recommend an Investment to one man, and not 
consider it for another 
Come in and talk over investments with us. 
We will enjoy 


showing you our method. 


THE WHEATLEY COMPANY ~ 


Government Bond* 
N 


High Grade InveitnMnt Securities 


Opera Hoiue Block. 
Lima, Ohio 
Phone 6547 Main 


LEGAL. NOTICE 


Mary Elinbeth 
Hunt, 
whose 
last 


known pl»c« of re*ld*nco was 123 B.ike» 
Street, Detroit. Michigan. Hill take no- 
tice that William H Hunt, on th« 26th 
day of July. 19-'0. fll«d his petlltion In 
ihe Court of Common Pleas, ot Allen 
County. Ohio. pravinR for dlvorcs from 
said 
Mary 
Elisabeth 
Hunt, 
on 
the 


ground of three (3) >ears willful ab- 
seiion, and custody 
of minor 
children 
b«!ns case 
number 
19336 Said 
Mary 


Ulizabeth Hunt vull take notice that 


GRAIN, 
PROVISIONS, 


STOCKS and COTTON 


irxw roxx BTOCZ 
WEW TOKX COTTO1I 
CX1CAOO 
BOAJUt 
OT 
TBAXtB 


CXICAOO BTOCX BXOXA1IOB. BTO 
I.IMA BXAVCK 


E. W. WAGNER & CO. 


407-412 Citizens Building 


»XOHE MJUW 4*M. 


^ald petition will be for hearing on and 
"fie* MX weeks fropi the date of the 
first publlcmUon of this notice. 


U'lHItrn H. Hunt. 


Bv W. p. Anderson, His Attorney. 
7-:6-6«ks. 


MONET 
I? LOAM 


At 


Iowe»t 


ratet 


personal prop 
on real or 
erty. 


Any amount, 
straight 


time or 
monthly 
pay- 


ment*. 


THtSHAWNEC FINANCEc< 


OPEBATtD BY UMA BUSINESS MtH' 
IZOWMIOHST, 
TCt-fiUlM t>5> 


14SHI 149fil 1 45141 


. 
69*5) 


19 S51 


15 37 
15 70 


.70 HI 
70 
I 


25 101 
25 851 


IS 90! 
19 S5I 


14 37! 
15 <>0| 


24 951 
25 75! 


123% 


.68% 
65% 


25.00 
25.75 


1S.75I 
US S5 


19.101 
19.20 


15 201 
15 701 


15 20 
15 70 


Dec. 
TO2iBI>O — "Wheat, cash 
2 
. 


2 4H Corn, cash 1 64 Oats, cash .76 
Bp-lev 1 05. Rye No 2, 1.9S Cloverseed 
.prime ra^h IS <>0, October IS, 90: Dec. 
IS 75. March 19 25 Alsike. prime cash 
11.00. Oct 19 00; 
Dec. 
IB. 00: March 


19 7;> Timothv prime cash 1917, 4 50. 
1P1S, 4 50, 1919. 4-60; Sept. 4.50; Oct 
4 15, Dec. 4.25, March 4.40. 
* * » 


CVXClVrSA.1l— Wheat 2.35»2 49 Po- 
tatoes. 6 50<g'7 50 Corn, shelled, irreg- 
ular ear 1.65@1.67 Oats, weak, .71® 


73 R-ve. lower, 2.05<jJ2.07. Hay. steady. 


30 00@35 50 


NEW YORK CURB STOCK 


Reported b> E "W "Wagner & Company. 


OILS— 
Bid 
As'd 


2 00(5 
3. =>0 


lusher, 
noeipts 


rnivcd 
and 


IB 60 
pi?s ,-iul lights 


12.50. stigs S On 


noO; 
20 


merliums 


15 23, 
roughs 


CHICAGO — Hos 
roceipis 
ro 


maiket 
in hid ti 
bulk 14 ( O f / l I 


14 uOry!" 10 packing 13 


SS 


Many Leading Issues Down- 


Few Standard Sales 


Oil stocks on both the big board 


and the New York Cuib continue to 
sho-.v weak 
and 
the 
past 
week 


brought virtually no changes wc.tl.y 
of note. Mexican Petroleum langed 
tiom $148 to $159 and closed 
at 


$157.50. 
Texas company 
trrt'.ohed 


40 and a fraction for _a low \vtyoli 
on the old basis would 
have 
been 


$160 
the share. 
Texas closed _t 


S45 around which mark 
it 
helil 


quite generally during 
the 
entire 


Sinclair which has had a fearful 


drop, firmed during the week and 
got at, high as $27.50. 
The drop ol 


ten points in the 
company's 
gold 


notes failed to be reflected in the 
stock as the statement for the first 
six months of the yeais*«hous eain- 
ings 50 percent higher than in 1919 
Pure Oil is holding around ?36 to 
S3S and Midwest Refining m fairij 


14 
hO 
llRht IT OOffllS 90. p.KS 14.00® 


IS.I'i. rniiKr"5 If 7.1(5:14 25 Cattle 
rp- 


o<M[>ts 22 ni>n 
niail-<-t =(pad\ 
J". Ion ei, 


. breves SI 00(J717 "0, butchfr Stoc.K 3 «0@ 
! 11 no 
(anner*: and tuttfi-. 
40(1155-7 Of. 


sto*Kp*'«i in3 f°pi!<>"5 j O n - H I 2 J1) 
to-=><5 


00<H 12 50 raUes 14 OOfJa)! 
1; 00 Sheep 


e' 
-ncnl lambs 7 
f<df 13 25. evi e? 6 CO 


f: 11 0<\ 
* 
* « 


EAST 
BtJTFAZ.0 — CattlP, rpceip's 


ifi 
Light and 
i ommon slum 
shippmsr 


steer*? 
15 00(515.75, 
hutchet* 
<* OO*1 


14 00. -vearlinscs 
16 OOlJfifi SO 
lieifci-. 


S OOtJill 50 co-RS 3 OOfJlO 00 
]i«l?«i fi 00 


(g11 ",0 ^tocKerji and feeders 6 O0(a0 nO 
fresh cows at-d ^pri ipe't Gi nO>3140 00 
CaUe«. receipts 
-',000. 
tea<*v. 
6 OOrt? 


17 ."0 
ling-:, 
receipts 
S 000, stead-". 


Heavy 
lt> 00@16 25, 
mixed 
Ifi DO'S 


lb 75 Markers 
l(5.7i@16 Sa. light 
do 


15 GfKcflf 
7,5. plgrs 36 OH loughi. 12 lOT) 
11. OH. 
stags 
S OOlfflO 00 
Sheep 
and 


lambs, receipts 4 4 0 0 0 
sheep 
-S'S 
^0 


lo\\er- lambs f> POf^lS 00, >earlin»s 600 
@10 00, \\Pthe-s,S Off « ">0 ewes Z 00® 
7 5n, mixed «neep 7 iO@S 00 


— ('Ktrle 
receipts 


good bujing fluctuated from a low 


lower Steers H 
30 heifer- 10 


Allen 
... 
1H 


Allied 
19 


Amalgamated 
20 
Barnett . 
1 


Boonp 
2 '/i 


BurKiett 
4 


Cos'Jcn 
6 >4 


Llk Basin 
« 
6'fc 
Fedeial 
2»s 


•ilen Rock 
3l* 
Hiri ev 
•£ 


Home oil 
1 


Marland 
JU'titt 
Mid West Oil .. . 
Hid Veft Oil Pfd 
K A Oil 
Xorth West 
Pennock 


1% 
20 
255 


1% 


RicKard Te\as 
Salt Cieek 


Si mms 
Skellv 


13*i I 13'i 
1'il 2 
l'^ I' 
2 4 ^ i 28 " 


o5sl 
6 


29m 30H 


'»! 3-16 


9isi 1PH 
SHI 
93J 


INDUSTRIALS— 
Bid 
As ci 


Aetna 
\ \\~ Paper 
Caibo-H}d 
Carib 


10 
6 


11 
S 


.. 11 I 13 


Lipht 


Cent Theresa 
4^ 
Ch timers 
1 


i"lie\iolpt 
250 
Cit. Svt Bankers 
22^ 


""•nlonial The 
1 


5 


iT.50 


Curtis 
4 
! 


Km. 
Phono 
J 
I 
"> 


en 
Vsjihilt 
,51'i1 52 *• 


Gen 
\sphaltPfd 
G 
i 


Marconi 
3 
j 
5 


14 
1 15 


X A Pulp 
4'2 
4 n 
4 
Pei fection 
15-16 i 
Ph.l Morris 
Ficr?lv-\Vis;i?ly 
Pvrene Mfe" 
Rockaw a\ 


o!d 
XT 
Sa\ old old .- . 
Sub Boat . 
Tob Prod E v 


MO 


P I_ieht 
S Ship 


a ^ n p Coal 
i Itfyt 
Martin 


40 


<>6 


1! 
40 
i 


I 
SO11s 


25 


H 


I 


.„ _ _ 50 
cows 
7 idfvf 
H) 
Hoss. 


ieipt« G 000 
lover 
Hean<=" 
15 00© 


15 JTi 
hea\v 
-vorkers 
IS " n f f l S fif>. 


liclit j n i k p s 15 i o n ] * 00 piK« l o U O ® 
lo~ 2a 
She»p and 
limb*. 
!<Heipts 3-.10, 


fop oliepp 'i 25 top lambt. 13 fin Ca!v"= 
receipts lri"0 
ln«t?r 'op Id.00. 


K'iCTK.SS CITY—Cattle 2S noo 
ber 
''tesi'i and £he >-'ork mo'Jtlv stendv to -'• 


of S140 to a 
high 


closed d.c $143. 


In the Standard Oil list sales -were 


few. 
the laigest oeing in Standaid 


of New York, -which gained $42 a 
thare on the 
stock 
dividend 
pu- 


Souncement nnd 
closed 
at $401 


Galena Signal at 
?42. 
Ohio 
On 


around *>274 ard Standard of Cali- 
fornia at $300 were the other actue 
stocks 


d 


Intrer 
hP"t steers 10 50(512 sn 


STANDARD OIL STOCKS 


by E W. tVa?ner & 


S'l OCK5— 
Bid Afc d 


Anj:io-^n-ic-ican Oil Co 
20i-' 2 0fi 


The Buckeje Pipe Line 
S6I 90 


Continental O,l Co 
1151 120 
The Crescent Pipe Line Co. .. 
27 30 


£urrtberland Pioe Line 
140 !45 
Eureka Pipe Line 
100, 10. 


Galena-Sis. Oil Co (Com 
*0< 
-M 


Galena-bic Oil Co (Pfd 
Illinois Pipe . 
. 
. 
. 


Ihujario. Pipe Line 
5s' 
9 


Katlon^l Tiansit Co 
IZQi 160 


Kew York Transit 
qS] 
OB 


Northern Pipe Line 
" i - > l 2iJ 


Ohio Oil Co 
275! .*2 


Penn 
Me\. Tuel 
-I0' 
**> 
Praiiie Oil and Gas 
......... 
35ftl 5SO 
l°o 
Prairie Pipe Line 
Sojar Rcfinin? Co 
.".40 


Prairie Pipe J^ine 
Pouth Penn Oil Co 
... 


South West-Pa Pipe Line 
Standard Oil Co 
<Ca! 1 


Standard Oil Co find > 
"Standard Oil Co 'Kan-a»> 
fitandaid 
OH Co (K\ 


JOO 
."nO 


260 J70 


h2' 'b5 


30"| 308 
S70 


530 


Sl l.'.O 


6t« 
40n| 
adard Oil Co 
( X e h > 


Oil Co (N Y ) ... W 


M Oil Co (Ohio) 
•i2 
f> 


A. Finch Co 
•>••' 


Union Tank Line 
1201 
\ncuum Oil r-o 
Sfi 
11 


Washington OH Co 
-~ I 


Midwest Refinery 
1UI 


4 4 0 


40 


,rnund 
4 ,,p 


P'actical top 
1", .Ou 


dull, heal 
c 
n 00^13 


10 fir* 
price 


rto<Kfi« and feed- 


r»«-dei « to Iowa 
quarantine re- 


iowor sa!"S 
_ 


00© 10 So Hog's receipts ^000 irres- 


- 
ular. 
lO'? 25 higher, nustl'- 
in® 15 
higher top 15 «S bn!k Hffht=: ?n,1 m»dj- 
um« 15 10<S15 "50: .bulk heauee 14 
iiiffj 


15 1" Sheep 12000 "low 
?neep about 


steady Fat lambs closing 
10 lo«- 


e- Top Idahos 
bO 


SENTENCED TO PRISON 


FOR LIQUOR THEFTS 


CINCINNATI — L 
E 
Builo-ic. 


chief of police 
of Covington. Ky , 


and two other prominent Conngton 
residents. Richard Edmonds and J 
T 
Geisen. were sentenced to 
one 


and two years lespecttv'ely 
in the 


Atlanta 
penitentiary 
by 
United 


States District Judge Coohran. Si-* 
other men 
were given 
jail sen 


fences 
All the rnfn were convicted 


on indictments charging them with 
complicity in the theft of 14 barrels 
of whisky from the Latonia distil- 
lery last January. 
Notice of an ap- 


peal was made and a sixty clay ata> 
of execution was granted 


MEN" AND MATTERS 


Theo G Harris, Joe Hartlme arc! 


Francis Heidlev are the members of 
the rommittpe in rhaige of the Ki- 
wani» lun^iieon at the V. M C. ." 
'luesday. 
Mn MO will be furnished by 


JK-s Joe Dauson w i t h .Vaik Evans 
accompanist, and 
Miss Effie Hunt. 


The ronir.nttee ha? not 
announced 


hit- n une of t*ie rpeak^r. 


N. Y. SUN REVIEW 


NEW YORK— The Evening Sun 


financial review Mondav said' 


At one time or another Mondaj 


lower prices v\eie marie m praffical- 
j all of 
the 
important 
finance 


markets, including stocks, cotton. 
oats, vheat. sugar and foreign e\- 
c'lange Bonds and railroad stocks 
-nere steaav to firm 
The general 


&nnnkap:e in pi ices, howevsr. was, 
n'oderate and without special fea- 
ture. 


The results of the day's session 


were inconclusive, the trading ele- 
ment adhering to a waiting policy 
in the belief that the unfavorable 
foreign and domestic factors have 
been quite thoroly discounted for the 
moment. At the same time the out- 
Icok was regarded as too uncertain 
to permit of ar>j thing more than g. 
technical recovery of prices 


Dm ing the greater part 
of 
the 


session the standard issues fluctuat- 
ed TUthm a nairow range with net 
lo=ses perdommating in the indus- 
trial department 
U S Steel held 


the close at 87, while Baldwin sold 
or both sides of 105. Sugar stocks. 
which have had a very severe-de- 
cline acted better than they have for 
a long time. 
In the final dealing. 


of stocks was very irregu- 


lar. 


TWO KILLED WHEN 


AUTO IS STRUCK BY 


AN INTERURBAN CAR 


PORT CLINTON.—Charts* 
Na- 


pier. 50. his son, Orris Napier, 17, 
and his brother-in-law, Roy 
Ben- 


srhotter, 40, were instantly killed 
near Lakeside at noon Monday when 
their automobile, driven by Charles 
Napier, was struck by a Northwest- 
ern Ohio Electric car 


The three occupants of the auto 


mobil" were crbshed under the in- 
terurban car. 
The victims lived in 


WA>.TED—Office bo} over H 


Mr Strube at Ohio Ste»l Tonrdrv 


WANTED—Young 
man 'or ensravins 


<l*partm<Tit. one (hut Ir int»r»sted 
in. 


i.hotner.ipliv Tli» Lima Photo ERgrav- 
.— ,<•• uiu W. North-»t. 


'New Issue 


THE GRAMM-BERNSTEIN MOTOR TRUCK COJ 


Pioneers since 1901. Builders of the first Commercial Motor Truck 
made in the U. S. 
Makers of the first U. 5. Liberty Truck 


LiIM/i. 
Incorporated wader the lawt ot the State of Ohio 
OHIO 


Cap i tal i zation 
$5,000,000.00 


500,000 shares of $10.00 par value—AH 


COMMON STOCK 
~ 


Price of first alotment of 20,000 shares $12,50 per share. Price of second allotment $15.00 
per share. Subsequent allotments at further increased prices. 
, 


We submit herewith a brief sumary of detnils contained in a letter signed by Mr. M. Bernstein, 
President and Treasurer of the Company, as follws: 


HISTORY: 
The Gramm Bernstein Motor Truck company occupies a preeminent position in 


the motor truck industry. Its Vice president and General Manager, B. A. Gramm, is a "pion- 
eer,"," having built the first motor truck in the U. S. in 1901. His inventive and engineering 
genius and skill has also contributed very liberally to the most important achievements 
which have marked the truck industry since that time. 


ORGANIZATION: 
. The Company is capably officered by executives of recognized rank in the 


motor truck field. 
They together wi^h over 5CO employees, both technical 
and skilled, 


conduct the business along modern and democratic lines by the maintenance of welfare as- 
sociations, club rooms, group insurance plans and the holding of joint conferences at regu- 
lar periods for the open discussion of business policies and problems. This has contributed 
a staunch loyalty to the Company that has made for a higher quality of product and has 
obviated labor difficulties. 
The fact that the present net worth of the Company, extend- 


ing into millions, have grown in the past seven 
years from an original investment of 


S 100,000'is proof of the soundness of the present administration and their policies. 


PLANTS AND PROPERTIES: 
The Company's plants and properties are well laid out f*r 


the economical production of approximately 4800 trucks per year. The real estate compris- 
es eight acres of floor space -i;;(c;egating 241,$35 square feet. Entire plant 
is adequately 


equiped with machinery of the most modern and labor saving type, all propsities insured at 
the net value of §1,500,00. 


BUSINESS OPERATION: 
The 
exceptional prosperity of the company during the past 


seven years expresed in figures finds but few parallels today. The company not only distrib- 
utes its products through b gh grade dealers in all the states of the union, buf conducts an in- 
ternational business through agencies in England, 'France, China, Japan and fourteen other 
countries. 
An especially large and forcible advertising campaign has been conducted for 


the last eighteen months to popularize the company's products in all parts of the world. 


ASSETS: 
The audit for the company's assets as shown by Price, Waterhouse and Company, 


C. P. A.'s, of Jan. 1, 1920, disclosed tangible assets of $3,625,446.50. 


PURPOSE OF ISSUE: 
The increased capital resulting from this issue of st^ck, will be devot- 


ed to the facilities and extension of the business, waranted by rapidly 5ncrea?ing denrmd for 
the company's product. 


DIVIDENDS: 
A stock dividend of 5oco has just been paid the common share holders on 


July 31st, 1920. The net earings of the past five years for the common shares, after allow- 
ing for the preferred stock then outstanding, has averaged 24% plus, 
inasmuch as the 


company was largely oversold for the first six months of this year, it is confidentally ex- 
pected that the increased facilities will jesult in considerably increased earnings to>- the fu- 
ture. 


PROSPECTS: 
More than $1.300,000,000 has been voted to provide good roads for high- 


way transportation. The present very inadequate facilities of the railroads everywhere, in- 
cluding badly congested terminals together 'with the proven utility and economy of motor 
truck transportation, both for business and farming uses, unquestionably provides an an- 
nual market for motor trucks aggregating hundreds of thousands, thus is 
'" the stabil- 


ity and earning capacity for year* to come for the stock now selliing. 


L. M. BACH and COMPANY 


Investment Securities 


106 S. LaSalle Street 
Chicago 


COUPON 


The iniormaUem given above 
Is accurate to the D<sr of our 
kno-aledge, though not t;uar- 
ant«»d. 
We believt thii '.toc'i 


to b« of unuBual desirahili'y, 
»Bd 
it 
is 
thoroughly 


recommended 
to our 
clients 


Iv. M Bach & Co . * 
108 S LaSalle St, Chicago, 111. 
Cent Ipm^n. 


Please send me complete Inferaation r«fftrding th» iseue ot common Jtock 


ot i be Oramm-BernKteln Motor Truck Co, Lima, Ohio. 


Name 
' 
• 


Address 
- --si 


City 


k9 


. IIi; 


:?~ r~ 


."••H1**** *•*!.»—«*«.««*,,. ^ 
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MUTT AND JEFF—THE LITTLE FELLOW CAN THROW A NAS TY BUNCH OF KNUCKLES HIMSELF 


\SXOOR N6U/ 
LI STEM JEFF, r'Vje Got" A 
CAW 
LVCK DEMPSeV A^t) i (3eT TA 


GGT SOME OM£ TO iPAft \XMTH HIM- 
You TAKC THe OoB A\;b if 


He's -so ROUGH 


HIS 
-IHAT X CAN'T GGT 
TO 'Bon. \MTU 


GO <5TAue 


MANAGING A 


TRUCl<-T>RlV€ft 
A N J b T T H l N ^ 


I CAN DEVELOP HIM 50 
He'u. BeAT i>eMPS€v. 
HE'i AS STRONG A3 AN 


r=»~- - 


AMt> see 
.GST 
IT SOUND* 
r GO- cut 


CHALLCWG6 
THG 


You ANjt> I'LL Rout IN) 


" 


HA\i6 TO 
RIM TO GO G 


By McMANUS 
BRINGING UP FATHER 


I'M AFR/S»D 
THA.T »t> TOO I 


H16H- 
<•—^ 


OH: THAI 
TOO H!<IHT 
IF I H^D A 
I TH\NK t>O 


THEM A.LL, 


Ct I92O rr 1NTX FI&TUMC Sxnvict. IMC. 


Cliilclreii Cry 


FOR FLETCHER'S 


C A S X O R I A 


e n t i r e l y i n i p t a <TI. r\ 


Htn iiKlignant. lovor on por- 
!ii;; riiiinTp's b u l l dress. 
Mtmcy b»ct without 
"I t h n l 'soiiifhow yini'fl s;iy lli.il," 
"1 
.iiist pnicl ? l ' J t l , 0 " l i 
l'i li.'iv! 
1 Ilim 
If HUNT'S Salv« failsT ia tb. 
resatisfied 


rr-s|ifpii(lcfl his ri:iiirr>o. 


"so I'vo m a f c ari"in"i- 


for Opoi'Kn lo c;ill for 
" 


treatment of ITCH, ECZEMA 
RINGWORM, TETTER «r 


complexion 


you Ihiiik that 
I'm going oiil 


Tlif 
i l r - | i r o < M i i l i i ) i i of our 
rtirrciiry 


|nd;ty is n i n l l i l l K 
lo tin 
( h o i Of 
ill 


I'Diiiiiin'isou w i t h I l i n slump i.u CVui- 
ff<|pi'ii.tc paper nionwy i i f l ' - r (ho ('ivi! 
u';ir. 
f!«urr;il M u l l i n l l n u i l 
relates 


Hint shortly iit'tor Ijri.''s 
siirron-Inr, 


lio 
iK'iinl t.wo ('(inroflorato f'oUlimti 


bnvKiilniiig 
over 
;i very 
ordinary 


I n o k i t i K horse. 
"Ilf'11 fin fnr 
my 


fiirm. .lolin" siiirl oiuv 
SL'ii. ( I D I I for him." 


"No." 
K.-iirl lhr> oilier. 


"(Jivo you 


I'll jrivo 


NOTH K 


\li.l our knoiriiiK I'"1 fiilfln-.ss, or 


of Henry SIcin. son o[ 


.Mr. .-mil ^trs. -I. H. Sioin, Ne< 


r Michel fiirmer of Illic.vrus, 
^-isc! ivrito (o 


.J. II. Slein 


Kid 
V. Main SI., .M:sns!'ielil, <>. 


<>., 


Turns your l.itil l o r i n n ret, sort this 


hot wf>alli'M'? 
I f so try dooil l.ucU. 


l-ivc-ryhofly likrs C'liind Luck B u t l e r 
this lint n e;il [icr. 


As Good 
in 
Summer 


FRECKLES Positively Removed 
by Dr. Berry's Freckle Oiatruent 


Your DrucKisf or bv Mail 6Sc 
Send fur Free Booklet 


VIT nnirvC7n 
"975 ftlichignD Ave. Clilrug* 


Probablj' you 
not care to state the 
number of years, you 
padcfied in the oreek 
down by the mill, you; 
caught sunfisK bdow, 
the dam, you fenew a 


<3anciy orchard where 
tKene wasn\ a viciaus 
dog and you played 
Kide-the-sbck aftersnp- 
per 
with the boys 


until seven o'clock. 


Yes you did! 


at die memory of these happy, carefree days will ber inspired by 


>**JUSiT BOY". Yon'JLknow Elmer right off the. reel—possibly some affinitive 
idnd wSL twang in your heart as you follow his homely adventures. 
In any 


Iciest il wS be a draught from boyhood—this page of kid humor—and you'll 
forget, lor tbo-nomite, that pile of papers on your desk. 


J 
ITS AN ALL-YEAR INVIGORATOR 


Leam to read "JUST BOY," ihc celebrated comic page that appears omy 
SUNDAY EXCLUSIVELY IN THE LIMA NEWS AND TIMES- 
t • 
DEMOCRAT. STARTING NEXT SUNDAY 


Sweet Rolls 


SPECIAL 


Tuesday 


IScperdoz. 


TEM 


BAKERIES 


126 W. MARKET ST. 


DO YOU DiRIVE A 


CAR? 


The 
street, is crowded. 


It. is tliB "rush hour'' aaj 
tliP roar 
of 
the traffic 
i.s 


bewildering. 
Have 
you 


room to "clear" that truck? 
Can you depend upon j-'our 
fycs 
in 
the 
critical 
mo- 


ment? 
An examination of 


your vision by a 
reliable 


optometrist -will soon indi- 
cate whether or not your 
eyes need attention. 


"Credit If You Want )l" 


The AW€a Jewelry & 


Optical Co. 


a« ri'BMO SQl'.VRB 
Opp. Transfer 
Station 


L 


Even ityoii arc, you will find 


that a touch of Kcsinol Oint- 
ment now and thentendstoprc- 
x-cnt roughness, burning, etc. 


But if your rnirror reflects 


blotches, 'filled-in pores, or a 
pray, oily skin you need Rcsi- 
nol Soap and Ointment at once. 


Don't hesitate for the 
Kcsinol balsams were i 
to correct just ?\,i:h defects, 
and they rarely fail unless the 
trouble is due to some internal 
disorder. 


Rc^innl Oint^cntisa d^ctrr'rrrcscrir- 


tion fnr eof-ma. rnljTv'Orm, Taantj, CIS. 
A £ ali dr:'zz [.<:.'. 


lour unrestricted choice of any 
pair 
of ''Goading" 
Locuts— 


While, 
or Colors al 


One-Mali 


The Former Prices 


Dress Styles, Street Styles, Sport 
Styles — not a pair reserved. Sim- 


ply note the original price on the 
box and deduct one-half. 


"roef VULCANIZING 


i i 
1 f 
« I 
v<r • i \ • 
lor ine i\iaaies an 
Plenty Of It 


That is the answer to health, wealth and happiness. 
For wealth and happiness follow alon- the trail of 


jrood health, and bread is the most nutritious, most 
healthful food known. 


Butter -Nut 


Bread 


for the ion panics w i l l -ivc .111 added /e?l 


Us rich insTcdicnts and dclici.. l l s il ;,vn, m n k c ii the 
rhildrcn's best f r i e n d . 


Hat more bread and m a k e R,,(tcr-Nnl 
vour 


word."' 


Your Grocer Sells It. 


JNEWSPAPERr 


